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THE ACCURACY OF PHYSICAL MEASUREMENTS 



Every experiment is subject to a certain degree 
of accuracy which the student is expected to attain. 
Good results can always bp Qfrt a * "fed by f ol 1 ow I nq t h,e 
instructions on the exercise sheet. 

Rule A. In general, instruments should be read 
to the limits of their scales by estimating the 
last figure. 

For example, when the scale of an ammeter is 
graduated in amperes, it is usually possiole to 
estimate the tenths of a division. Al 1 observa- 
tions and other data should tie recorded oefore any 
calculations are made; i.e., do not record calcula- 
tions for observations. By observations one means 
all quantities actually read on the instruments. 
Fractions should be reduced to the decimal form 
before recording. Oo not retain more figures in 
the reault than the precision of the data warrants. 
Students -should form the haoit at once of reject- 
ing at each step of the work all figures which 
will have no influence on the reliability of the 
final result. Too much emphasis cannot be placed 
on the proper use of significant figures, for 
much time in computing is wasted oecause of the 
retention of more figures than the precision of 
the data will warrant. In most laooratory 
exercises not more than the first four signifi- 
cant figures of any result will be correct, and 
often not more than three, because the apparatus 
cannot be made to give more accurate results. It 
is not considered good form to retain more than 
one doubtful figure; so, in general, computed re- 
sults should not contain more than five signifi- 
cant figures, the extra figure being retained to 
protect the correctness of the fourth figure in the 
result. . 

A significant figure is any digit used to de- 
note the amount of the quantity in the decimal place 
in which the digit stands. Consider the reading 
c = 3.09 mf. All the fijures are significant, 
including the zero. In c = 3.10 mf. the zero is 
again significant; since the value was nearer to 
3.10 mf. than to 3.09 mf. or 3.11 mf. But in a 
value I =.05675 mi Hi amperes, the zero is not 
significant, since the same current might have been 
written I = .00005675 amperes or I = 56.75 micro- 
amperes, all of which are correct to four signifi- 
cant figures although the nonsignificant zero has 
disappeared in the last way of writing the 
current. In rejecting superfluous figures in any 
result: 

Rule B In sums and differences no more 
decimal places should be retained than can be 



trusted in the quantity having fewest trustworthy 
decimal places. 

Rule C. In products and quotients no more 
figures should be kept than can be trusted in the 
Quantity having fewest trustworthy figures. 

AVERAGES: When measurements of physical 
quantities are made in the laboratory absolute 
accuracy is not attained, as is evidenced by the 
small variations in the results that occur from 
different observations, even though they are made 
with great care and under most exacting conditions. 
Thus, every result, no matter how carefully it may 
have been obtained, has a certain profrable error 
which depends upon the number of measurements made, 
their agreement and certain other factors. The 
errors of measurements fall into two general classes: 
systenratic or constant errors, and erratic or 
accidental errors. Systematic errors may oe due to 
imperfections in the apparatus, to faulty methods, 
or to prejudice of the observer. All those effects 
may be removed by study and care on the part of the 
observer. The accidental errors are as likely to 
be positive as negative. When several independent 
observations have oeen made with eaual care the 
arithmet ical mean of the observed values rs the 
most probable va 1 ue to He obtained: i.e., suppose 
"n" observations are made on the capacitance of a 
fixed condenser and call the separate observations 
Ci> GJ& ca, ....c n ; then the best value of C is 
the arithmetical mean (averaqe) or 



I c 



(I) 



is as nearly as possiole the value sought. If 
the quantity has a generally accepted value (T) ; then 
the error can be at once determined by subtracting 
C from T. The per cent of error then is 



Per cent E = 



x 100 



(2) 



In case the true value of the quantity is not 
known, then the trustworthiness of the measurements 
may be determined oy the "average deviation" (a.d.) 
test. The deviation (d) of any single observation 
is the difference oetween that observation and the 
average (c) for the set of observations. The "a.d. 11 
is the arithmetical mean of the deviations: i.e., 



i n 

a.d. = -jr 

n l 



(3) 



which is the amount by which any single observation 
might be expected to deviate from C. 
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Obviously the reliability of the mean value 
C is greater than that of any single observation 
and it may be shown by the Theorem of Least Squares 
to be "Vn timfes more reliable. Sojthe Average 
Deviation of the Mean (A.D.) is vl/n times the 
average deviation of any single observation: i.e., 



a.d. 



A.D. 



One sees by this that the mean of four ob- 
servations is only twice as reliable as a single 
observation; that the mean of nine ooservations 
is three times as reliable, etc. The above 
equation is the general test for trustworthiness, 
out it must be clearly understood to apply to 
the errat ic errors only. 



If the value found for a quantity a is 1 per 
cent too large, i.e., is I.Ola, then the value that 
will be obtained for a 2 is 1 .020 1 a, which is about 
2 per cent too large, and the value for a 8 is 
1 .0303 la, which is about 3 per cent too large. 

Rule D. In general, if the value found for 
a is k per cent too lar^e, the value that will be 
obtained for a n will be nk per cent too large. So 
that a quantity which is to oe squared, cubed or 
raised to some higher power should be measured 
with more care than if it entered the formula 
to the first power. 

When any of the quantities which are to oe 
multiplied or divided can be trusted no closer than 
one per cent a slide rule can be used. Otherwise, 
more accurate <nethods should bfc jsed. 
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stick by O.I mm or 0.01 an. Likewise the -second 
vernier division will lack coincidence with the 
second meter stick division by 0.02 cm., etc., until 
the 10th division of the vernier which will lack 
coincidence with the 10th meter stick division by 
I. mm. or it coincides exactly with the 9th division 
of the meter stick. 

Conversely, if in making a measu recent the 1st 
vernier division coincides with a division on the 
meter stick, then the zero mark of the vernier is 
0.01 cm. oeyond some division of the meter stick. 
In a similar manner, if the 7th vernier division 
coincides with a meter stick division, then the 
vernier zero will be 7(s/n) beyond some division 
of the meter stick, where s/n is the value of the 
least count (0.01 cm. in this case). Therefore, 
in general, if x is the numoer of the vernier 
division which coincides with a meter stick 
division, then the vernier zero will be x(s/n) 
beyond some division of the meter stick. It 
should be remembered that it must be determined 
how much the vernier zero lacks coincidence with 
a division on the meter stick. In Figure 2, on 
the preceding page, the reading is 1.14 cm. 

If measurements are desired with an accuracy 
greater than that given by the vernier, the 
micrometer vernier is used. This instrument, 
shown in Figure 3, is usually made in a semi- 
circular form and has two "jaws" one of which is 
stationary and the other movable. The movable 
one is so arranged as to advance a certain 
distance for one complete revolution of the 
shaft by having cut on it a very accurate thread. 
Usually this distance is such that the movable 
jaw moves forward I mm. or 0.6 mm. for one 
complete revolution. So if the "drum" of the 
shaft is divided into an equal number of 
divisions, the fraction of a am. (or 0.5 mm.) 
that the screw has moved can be found by reading 
the division on the drum which coincides with a 
mark on the shaft. This division of the drum is 
usually 100 eoual parts, giving the smallest 
reading possible as 0.01 mm. or 0.001 cm. In 
case the drum is divided into 50 equal parts 
for an advance of 0.5 mm., then the smallest 
reading possible is 1/50 of 0.5 or again 0.01 
mm. (0.00 1 cm.). However, in the case where the 
drum must rotate twice for an advance of one mm,, 
care nust be taken to note, in making a reading, 
whether the drum is on the first or second 
revolution beyond a mm. mark. If it is on the 
second, 0.5 mm. is to be added to the fractional 
reading. 




Figure 3 
Experiment 



Part I 



With the vernier caliper assigned, note the 
value of the smallest division on the main scale. 
Calculate the least count of the instrument as ex- 
plained above. Measure the diameter of sample I 
with the vernier caliper at nine different places, 
being sure to displace and reset the caliper each 
time. Find the average diameter, and the average 
deviation as explained in "The Accuracy of Physical 
teasurements. " Also measure the length of the 
sample. Make the same calculations as for the 
diameter. 



fart 2 

With the micrometer caliper assigned, note the 
smallest reading of which it is capable and find 
the zero correction, if any. Measure the diameter 
at nine different places, being sure to displace and 
reset the screw each time. Calculate the average 
diameter, and average deviation of the mean. With 
a vernier caliper measure the length of the sample. 
Make the same calculations as before. 



Part 3 

Using the data from Part I calculate the 
volume of the sample. In doing so observe rules 

and C as given in "The Accuracy of Physical 
Measurements. " 

Calculate the average deviation of the mean 
(A. D.) for measurements made in Part 1. 
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TEST EXPERIMENT 



1. A certain vernier caliper has a. ... .divisions on its movable 

scale* These divisions are of the same length as b divisions 

on the main scale* If each division on the main scale is c 

inch, the least count is (1) f (2) , (3) , (4) . * ( ) 

2* The density of a solid is found to be a The true value 

is b*** The percentage error is (1) , (2) , (3) , 

(4) ( ) 

3* The least count on a certain vernier caliper, whose smallest 

division on the principal scale is a.... mm. and whose smallest 

division on the vernier scale is b..mm. is (1) , (2) , 

(3) , (4) ( ) 

4. Following the rules for addition of significant figures, we 
should write a ....+b ....+c ....+d .... - (l) , (2) , 

(3) , (4) : * * ( ) 



5. The length of a pendulum was determined by measuring the length 
of the support, a.cnu, and adding to it the radius of the bot, 
b*.*.cm. The length oi the pendulum (in cm*) is (1) , (2) , 

(3) , (4) ( ) 

6. The result of multiplying two measured values a.... and b 

is (1) f (2) , (3) , (4) ( ) 

7* The diameter of a piston is measured as a inches* The cross 
'sectional area (in sq. in.) is (1) , (2) , (3) , 

(4) ( ) 

& Five observations, a.*cm, b****cm* c*.cjxu, d**cm*, and 
e.*..cm, are made in the measurement of a diameter. The most 
probable value of the diameter (in cm.) is (1) f (2) 

9. In the case of the' preceding problem one checks on the .trust- 
worthiness of the observations by finding the average deviation, 
which is (in inches) (1) , (2) , (3) , (4) . ( ) 

1C. On a certain barometer, the main scale has a. .. .divisions per 

inch* The vernier scale is divided into b* parts and is c.... 

inches in length* The least count is (1) , (2) , (3) , 

(4) ( ) 
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Experiment 2 

FORCE AND ACCELERATED MOTION US- 
ING THE ATWOD MACHINE 

jact; 

Observe t i on of accelerated motion and a study 
of Newton's second law of motion. 

Apparatus; 

A mounted pulley, cord, weights to be suspend- 
ed, and a stop watch to be used in measuring the 
time intervals. 

Theory; 

The motion of a freely falling body is the 
inost direct example of uniformly accelerated motion. 
The equation of motion for such a body is 

W = mg (I) 

where W = the weight or force of gravity, m * the 
mass of the body, g ~ the acceleration. As g is 
a rather larje acceleration, the velocity in- 
creases very rapidly and measurements are difficult. 

Since the purpose of this exper intent is to 
learn the use of Newton's law 

F = ma, (2) 

of which equation (l) is a special example, it is 
important that the acceleration be small enough 
so that reasonably accurate measurements of 
distances the body travels in given units of 
time can be made. 

If a string is attached to 
a body that pulls upward on it 
with a tension T and this is 
just equal to the weight (see 
Figure I), then the force equa- 
tion is 




Figure 1 



W*=Tor*-T = 0. 

If T is made a little less than 
tf (see Figure 2), the equation of 
forces is 

H - T = F, (3) 

where F is the remaining or 
unbalanced force that causes 
motion. By combining equa- 
tions (2) and (3) one gets 

Figure 2 W - T ma. (4) 

This last equation shows that theoretically the 
acceleration a can be made as .small as desired 
by making M and T more nearly equal to each other. 
Suppose a string is placed over a pulley and 





HZ), 



LL, 



Figure 3 

and of mg by 



e 



two masses mi and m s are at- 
tached to the ends of the 
string as in Figure 3. This 
is a device in which both the 
forces of tension and gravity 
act and it is called the 
Atwood machine. If mi is great- 
er than ms motion will occur and 
the pulley will turn in the di- 
rection indicated by the arrow. 

From Figure 2 and equation 
(4) the equations of motion of 
the masses in Figure 3 can be 
written immediately. 

The motion of mi is given 
by 



(5) 




Since the masses mi and MB and the string form a com- 
plete system, the two above equations are not independent 
of each other. If the string remains the same length, 
then the motions of the two bodies must be equal in 
magnitude. However, they move in opposite directions, .so 



Another simplification is possible if it is as- 
sumed that the string is very light and flexible and 
also that the pulley is very light and rolls so freely 
in its oearings that the effects of these factors on 
the motion can be neglected, then 

TI = T S = T. (7) 

On substituting equations (6) and (7) in equation 
(5) they become 

Wi - T * mi a 
HB-T.-.J tf 
and substraction of these gives 



Therefore 



a 



- tf a 



mi 



and, making use of equation (I), the acceleration 
may be expressed 



a- 



mi 



M 



(8) 



Equation (8) shows that the acceleration varies di- 
rectly as the unbalanced force F and inversely as the 
total mass M. 

The acceleration can be found by another method 

because the fundamental definition of acceleration 
is rate of change of velocity, or in syrwbols: 
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(9) 



where V Q the initial velocity, v^ the final velo- 
city, t = the time during which the change is tak- 
ing place. 

The quantities that can be measured directly 
are distance and time. The definition of distance 
traveled is 

s- 1/2 (V Q + v f ) t. (10) 

Elimination of v f between equations (9) and (10) 
gives 



s = v Q t + 1/2 at s . 



00 



Furthermore, if the initial velocity is zero, then 

s 1/2 ats , 
whence 

(12) 



2s 

a = 



Equations (8) and (12) are both measures of the 
same acceleration; therefore they should give the 
same result. The distance s traveled can be mea- 
sured quite accurately, so the only source of ap- 
preciable error in equation (|2) arises in the mea- 
surement of the time. 

All the quantities in equation (8) may oe ob- 
tained with great accuracy since weighing can be 
performed with high precision and the correct val- 
ue of g may be obtained from tables. The on ly 
source of error that can affect equation (8) comes 
from the assumption that 



This; implies that the effect of the string and the 
pulley is zero, which is not strictly true. If 
the string and pulley are very light in weight, the 
only remaining error is the friction in the pulley 
bearings. This can be compensated for by adding 
a small additional weight to the end of the string 
that moves downward. Small weights of I gnu or 
1/2 gm. each are provided for this purpose. Enough 
of these are added to mi so that the weights will 
move with uniform velocity when once started. When 
this is done the effect of friction is practically 
eliminated and equation (8) becomes 



a = 



+ ni + ma 



(13) 



Equations (12) and (13) are to be used in the 
experiment. The former gives what is called the 
observed acceleration and is denoted by a Q , the 
latter gives the theoretical acceleration and is 
denoted by a^. The reason for these names is that 
a Q is determined by actual observations of motion, 
while a^ is calculated directly from Newton's law, 
by using the constants of the machine. 



Experlftant 



Part I 



Vary the force and keep the total mass constant. 

Let mi = mg and let mi + mg = about 175 or 180 
gms. and adjust m^ until the motion is uniform. Re- 
move a 2 or 2 1/2 gm. weight from ma and place on mi 
The accelerating force will then be 4 or 5 gm. Raise 
the heavier weight to the starting position and then 
release it. Determine the time that it takes to 
fall I meter. Next find the time that it takes to 
fall 2 waters. Record your results in a table sim- 
ilar to the following: 

I meter 2 meters 



mi - m 2 


h 


mi+mg 


m f 


a t || s 


t 


a o 


s 


t 


a o 



where m f = additional weight to overcome friction. 



Next transfer another 2 (or 2 1/2) gm. weight 
from m s to mi so that the accelerating force is 8 
(or 10) gm. Determine the time that it takes to 
fall I and 2 meters respectively. Continue re- 
cording the results. 

Transfer one or more 2 (or 2 1/2) gm. weight and 
observe the time that it takes to fall I and 2 meters. 

Having taken this data calculate and compare 
the accelerations. 

In what way do these results confirm equation 
(8)? 

fari 2 

Vary the total mass and keep the force constant. 

In this case the weight added to correct for 
friction will likely need to be adjusted each time 
the mass is changed. Let mi -ma <* about 5 gm. thru- 
out this part. For i + ma * about 115 gm. observe the 
time that it takes to fall I and 2 meters respective- 
ly. Second let mi + mg = about 165 gm. and observe 
the time that it takes to fall I and 2 meters re- 
spectively. 

Record all the data and calculate the accelera- 
tions. 

In what way do these results confirm equation (8),? 
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TEST EXPERIMENT 2 

1. A man on a bicycle starts from the top of a hill with a speed 
of a....ftt per second and undergoes an acceleration of b....ft. 
per second 2 * During the third second he travels (in ft.) 

U) , (2) , (3) , (4) ( ) 

2. The a....lb. hammer of a pile driver falls freely for b....sec. 
before striking the pile. The velocity at impact in ft./sec. is 

(1) , (2) , (3) , (4) ( ) 

3. An elevator weighing a....lb. has a downward acceleration of 
b.. ..ft./sec. The tension (in lb.) on the elevator cable is 

(1) , (2) , (3) , (4) , ( ) 

4. Two masses of a....gm. each are connected by a light cord and 
hung over a frictionless pulley. If a b....gm. mass is added to 
one side, the acceleration of the system is (in cm. per sec. 2 ) 

(1) , (2) , (3) , (4) , ( ) 

5. A force P of a.... dynes is pulling a wooden block along a 
horizontal surface against a retarding force of b.... dynes. If the 2 
mass of the block is c....gms. 9 its acceleration is (in cm. per sec. ) 

(1) , (2) , (3) , (4) ( ) 

6. The height of an airplane from which a bomb fell to eerth in 
a.... sec. (neglect air resistance on the bomb) (in ft.) was 

(1) , (2) , (3) , (4) ( ) 

7. A body will fall (in feet) from rest during the first a.... 

seconds (l) , (2) f (3) f (4) ; . . ( ) 

8. A body is thrown upward with a velocity of a. . ..ft./sec. The 
time (in sec.) it takes to rise is (1) f (2) , (3) , 

(4) - ( ) 

9. A mass of a....gm. is pulled along a horizontal surface with a 
uniform velocity by a cord attached to a mass of b....gm. which 

is suspended vertically by means of a pulley at the edge of the sur- 
face. The weight of b....gm. would produce an acceleration 
(in cm./sec.^ 7 of (1) , (2) , (3) , (4) . . . ( ) 

10. The velocity with which a stone must be thrown into a well 
a.. ..ft. deep to reach bottom in b....sec. is (in feet per sec) , 

(1) t (2) , (3) , (4) ( ) 
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Experint 3 

FRICTION 

Object; 

To study the laws of dry friction, and to 
determine the static and kinetic coefficients of 
friction for clean dry surfaces. 

Apparatus: 

Inclined plane, made for pulley to fasten at 
either end, wooden block, weights, pulleys, scale 
pan and a proctractor (if there is not one on the 
plane) . 

Thtonr? 

When a body such as a block rests on any 
plane surface it takes a certain minimum force, 
F , applied parallel to the plane, to start the 



body sliding. Since one can apply a force ^ 
than this minimum force p and the block stays in 
equil iDriuin, there must De another force tending 
to keep it in equilibrium. This force will be 
exactly equal in magnitude but opposite in 
direction to the applied force, and when the block 
is just on the point of slipping this reaction 
force is called the force of static friction. Now 
if one keeps the block sliding along the plane at 
constant velocity (state of equil iDrium) , one 
must again apply a certain force, f^, parallel 
to the plane in order that the block move with 
constant velocity. Since it is in a state of 
equilibrium there must be another force which is 
equal in magnitude and opposite in direction to 
the applied force. This reaction force is called 
the force of kinetic friction. 

At once several Questions arise. How great 
are these forces of static and kinetic friction 
if the block is 2, 3, n times as heavy as be- 
fore, all other conditions oeing the same? How 
great are these forces of static and kinetic 
friction if the block is laid on its side, thus 
jiving a larqer or smaller surface of contact 
with tne plane? How does the force of kinetic 
friction vary with different velocities? These 
questions are answered by experimental tests and 
the results formulated into what are called the 
Laws of Dry Friction. 



WSIN 6 



fJL IVC 




Figure 2 

As to the first question, one knows from exper- 
ience that the least force, f $) necessary just to 
move the block is a definite fraction of the normal 
force, N, pressing the block and plane together. 
Denoting this fraction by p, one can write 

f s = V N- 

u will have a definite value for every possible pair 
of surfaces and is known as the coefficient pf static 
friction for these two surfaces. As to the second 
question, one knows that the force of friction is 
independent of the area of contact. It is also known 
that once the oody is set in motion, the minimum force 
necessary to keep it sliding with constant velocity 
is a certain fraction of the force normal, N; so one 
can write 



bH, 



where b is called the coefficient of _k I net iff friction. 
This proportionality does not hold strictly for very 
small or very large velocities, but for moderate 
velocities b has a definite value for every possible 
pair of surfaces. 

tfhen the block rests on an inclined plane of 
an^le 0, its Weight can be resolved into two 
components as shown in Fiqure 2. The component V/ 
sin acts oarallel to the plane and tends to make 
the body slide downwards, while the component W cos 
acts normal to the plane and presses the a Jock to 
tne plane with this force. This normal force in turn 
results in a force of friction parallel to the plane, 
but its direction of application is upwards. 



W5/" 



Figure I 
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10 



If the block is about to slip, this force of 
friction has a magnitude |j d cos Q. If the J!OCK 
is movina with uniform velocity the magnitude is fctf 
cos 0. In addition to these two forces parallel to 
the plane, one may apply either F^ upwards or Fg 
downwards, yfith these things in mind and remember- 
ing that the force of friction always opposes the 
motion of the block, one may write the following 
equations for four possible cases that may arise: 

(a) The force PI that is just necessary to 
start the body sliding up the plane is 



= W sin + uW cos 0, 



(I) 



for in this case FI must overcome static 
friction and the downward component of the 
weight. 

(b) The force F 2 that is just necessary to 
start the block si idins down the plane is 



F 2 + W sin 6 = urt cos Q, 



(2) 



for in this case the weight helps to overcora 
friction. 

(c) The force F that will keep the olock 
sliding up the plane with constant velocity is 



= H sin + 



cos 



(d) The force F a that will keep the block 
si id i np down the plane with constant velocity i 



Fo + Vi sio 6 = brt cos 0. 



(4) 



It is a iratter of common experience that if 
the anjle 6 is increased sufficiently the block 
will oeqin to slide down the plane without any 
force F beinq applied. This occurs when W sin 
becomes just la rye enoujh to overcome the static 
friction force pW cos 0. This an^le is called the 
limiting an^le of static friction and is given oy 



sin = \iV cos 
u = tan 9. 



(S) 



Similarly, the limiting an-jle of kinetic fric- 
tion is the angle such that the olock will 
continue to slide with constant velocity once 
started. 



Pirt I 



Experiment 



blocK on the level plane put enough weights 
on the scale pan so that tne D!OCK just starts to 
slide. Note the value of tne weights and weight of 
the pan. Kepedt three times. Wei^h the ilock. 

Lay the olock on its side and repeat the 
experiwnt. Put weights equal to the wehht o^ the 
block on the block and repeat. Using equation (l), 
calculate the coefficient of static friction. To 
what conclusions do you arrive? 

With the '>1ock on tne plane (inclined) (pulley 
at oottom end) out weights on the scale pan so as 
to ^ake the olock just start to sliue down the plane. 
Repeat three times. Measure the angle of inclina- 
tion and calculate the coefficient of static friction, 
jy equat ion (2) . 

With the block on the plane (pulley at top enJ) 
put enough weights on the scale pan so that the block 
just starts to slide up _ the plane. Note the value of 
the weights and repeat three times. Measure the angle 
of inclination of the plane. Compute p. 



*ith-the jlock resting on the plane (inclined) 
(pulley dt top end) put enough weiqhts on scale oan 
so that the olock slides up, with constant velocity 
once started. Kepeat three ti%*s. Using equation 
(3) calculate the coefficient of kinetic friction. 

With the block on a plane (pulley at bottom 
end) put enough *vei jhts on the scale pan so that 
the block slides down the plane with constant 
velocity once started. Repeat three times. Usin^ 
equation (*) calculate the coefficient of kinetic 
friction. 

Part 3 

(a) Adjust the olane so that the olock just starts 
to slide down. Note the an^le of inclination of the 
plane. Repeat three ti.nes. Using equation (b) calcu- 
late the coefficient of static friction. 

Record all date in a suitable manner so as to 
t>e able to compare the results. 



b - tan 6. 



(C) 
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TEST EXPERIMENT 3 

1. An ax is pressed against a grindstone with a force of a.... 
Ib. If the radius of the grindstone is b.*..ft. and the co- 
efficient of static friction c...., then the starting torque* of 
the grindstone (in Ib. ft.) is (1) , (2) f (3) f 

(4) , ( ) 

2. The coefficient of kinetic friction of iron on ice is 0.16. 

A boy is able to exert a pull of a....lbs. in a horizontol direc- 
tion. The greatest load that he can move by the use of a sled with 
iron runners (in Ib.) is (l) , (2) f (5) , (4) ( ) 

3. It requires a force of a....lb. parallel to the surface of a 
plane to pull a b....lb. box up the plane when inclined c....deg. 
to the horizontal. The coefficient of kinetic friction is 

(1) , (2) , (3) , (4) ( ) 

4. The force required to keep a a...lb. box sliding down a b.... 
deg. plane at a unifonn velocity, with the coefficient of kinetic 
friction being c...., is (in Ib.) (l) f (2) f (3) , 

(4) ( ) 

5. A block of mass a....gm is being pulled along a rough hori- 
zortal surface to a force equal to b.... dynes. Its acceleration 
is c. . .cm./sec. The retarding force of friction (in dynes) is 

(1) , (2) , (3) , (4) ( ) 

6. A force of a*...lb. was necessary to slide a b....lb. box up 
an incline c....ft. long and d....ft. high at the upper end. The 
force of friction (in Ib.) is (1 ) , (2) , (3) , 

(4) , ( ) 

7. A sled slides down a plane inclined at an angle whose sine is 
a. ...and cos is b....with an acceleration of c. .ft./sec. . The 
coefficient of kinetic friction is (1) , (2) , (3) , 

(4) ( ) 

8. The force of friction necessary to bring to rest a mass of a.... 
gm. in a space of b....cm., if the initial horizontal velocity of 
the body ia c. .cm. /sec., is (in dynes) (i) (2) 9 

(3) f . (4) ( ) 

9. It requires a force of a....lb. parallel to the surface of a 
plane to pull a b....lb. box up an inclined plane , and a force of 
c...*lb. is required to let the box slide down with a uniform 
velocity. The frictional force (in Ib.) is (l) , (2) , 

(3) , (4) ( ) 

10. The coefficient of kinetic friction between a block and a table 
is a..... The force required to keep a b..gm. block in uniform 
motion (in dynes) is (1) , (2) , (3) , (4) . . . ( ) 

*( frictional force x radius) 
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Experiment <t 

CENTRIPETAL R)RCE 

Object; 

To verify experimentally the centripetal force 
due to circular motion as deduced from theory. 

Apparatus; 

Rectangular frame with suspended bob, two 
springs, spring balance, reter stick, calipers, 
and stop watch. 

Theory; 

Uniform circular motion is a motion in a 
circular path with a constant speed. Since the 
direction of the motion is continually changing, 
* ne ve loc ity of the oody is changing at every 
Doint in its path. This leans tnat the body is 
smjcjci to an ccsl -srat ion. In calculating this 
acceleration, it is convenient to regard the 
circular path as Dei 09 tirade up of a large number 
of very short arcs and then to resolve the notion 




Figure I 

of the DO-.1y alon^ any of these arcs into two 
components, one component being uniform motion 
tangent to the circle and the sther seeing accelerated 
motion toward the center of the circle. See Figure 
I. Assume that a body at M moves at constant speed 
V around a circle of radius R and that during a 
short time interval t it follows the arc to some 
point N. In the diagram MN is drawn large tor the 
sake of clearness, but actually it is taken to be 
so small that arc MN practically coincides with 
chord MN. The chord is resolved into components 
L and S, tangential and oerpendicular to the 
motion at M. So in going from M to N, the body 
may be considered as movinj a Hjstance L with 
the constant speed V and simultaneously moving 
a distance S with a constant acceleration A. 



From the equations of linear motion: 
(I) 1 = V t f S 1/2 At 8 . 
Triangles MND and NPO are similar, so: 

S L 
L ** 2K - S 

Hut as the arc MN jecowes smaller, the length 2R-S 
approaches the value 2R. Hence for a very short arc: 

JL~ L 

L. .f\ 

Substitute the expressions of equation (l) for L 
and S: 



(t/2 At 8 ) = 
V t 



v t 
2H 



(2) 



A = 



This is the expression for the acceleration of the 
oody toward the center. 

From Newton's Second Law of i tot ion one finds 
the centripetal force acting upon a Douy of .nass m 
moving with uniform circular motion. Newton's law: 

F = m A . 

For A substitute the value given in equation (2). 
Then the centripetal force is yiven by: 



m V s 



(3) 



F = 



The period T of the motion is the time of one 
comolete rotation. In eacn rotation tne a.vjular 
displacement is 2TT r aJi?ns. Hence the constant 
angular velocity CO is given oy: 



(4) 



(0 = 



2TT 



The angular velocity is also given by: 



Fro.n the aDove equation and equation (4), one can 
obtain other expressions for V, A, and F. 



(5) 



(7) 



V = 




F = mA =' 
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The quantities m, R, and T wiM be measured di- 
rectly and the force F will be obtained by an ap- 
plication of Hooke's Law, which states that the 
stretch of a spring is directly proportional (with- 
'in the elastic limit) to the force applied to it. 



Expert nent A 

The apparatus is set up as in Figure 2. A 
vertical rod rotates on bearings between the hori- 
zontal Dars of a rec- 
tangular frame. Near the 
top of this rod is fixed 
a horizontal rod H. A 
short horizontal rod is 
fixed to H so as to form 
a T. A heavy metal bob is 
hung fro<n this snort rod 
by a Difilar suspension. 
A hel ical spring S is 




fastened to the Dob and 
the vert ical rod. A 
pointer is attache*! to 
Figure 2 the bottom of the bob, 

and another pointer is placed on the lower cross aar 
of the supporting stand. 

Twist the vertical rod Between the fingers, 
thus causing the bob to rotate The bob will swing 
out until the tension in the sprin.j is sufficiently 
great to produce the necessary centripetal force. 
If the tension of the spring is equal to tne re- 
auired centripetal force, the sob will rotate with 
uniform circular motion. Twist the vertical rod 
at such a rate that the pointer on the bob swings 
just over tne pointer on tne frame, flake sure 
that the spriny S is horizontal. Keep the speed 
as nearly uniform as possible. Ooserve the time 
for twenty rotations. Repeat this five times (do 
not change position of pointer). Frof* this s*t of 
observations, determine T f the time of one rotation. 
Measure R, the distance from the axis of rotation 
to the center of mass of the oob, that is, the dis- 
tance from the axis of rotation to the pointer on 
the frame. Wehh tne bob with a spring balance in 
order to obtain its mass, m. Substitute these 
measured values of T, ti, and s* into equation (7) 
and calculate F, the centripetal force exerted on 
tne bob oy the spring. 

The force exerted Dy the spring may be found 
by a spring balance. teasure this force when the 
000 is pulled out jy the balance so that the two 
pointers coincide. This value of the force should 
oe the same as the calculated value of the centri- 
petal force. Calculate the percentage error. 



Change the tension in the spring and repeat all 
Tieasurements and calculations. 

Calculate the centripetal acceleration A, the 
linear speed V, and the angular velocityCOfor each 
case. 

Experiment B 

Apparatus; 

Stop watch and Centripetal force apparatus with 
rotator. In this experiment the apparatus is fasten- 
ed (with its axjs of rotation in a vertical DOS it ion) 
in some form of rotator with variable speed. 

The apparatus is represented in Fiqure 3. A 
cylindrical inass M, free to slide on juia^ rods, is 
fastened to a spring. The tension of this spring is 
adjustajle jy means of a screw 3, the setting of 
which is indicated by means of a scale fastened to 
the frame. The entire apparatus is wunted in a ro- 
tator socket. A pointer P attached to the mass in- 
dicates its DOS it ion. 

For a given tension (i.e. a }iven setting of ths 
screw 3) adjust the speed of rotation so that trie mass 
.1 :noves out until the DO inter conies to a predetermined 
position- Keeping the speed as nearly uniform as possi- 
ble, observe the time for twenty rotations. Repeat this 
observation five times (for the same tension and same 
pointer position). From this set of observations find 
T, the tiine of one rotation, fteasure R, the distance 
from the axis of rotation to the center of mass of the 
cylinjer (when pulled out to its rotation position), 
boost itute the measured values of T and R and the given 
value of the mass, m, into equation (7), and calculate 
F, the centripetal force exerted on the cylinder Dy the 
spring. 

This force F can be found by hanging the apparatus 
in a vertical position, attaching a weight holder to 
the lower end of M and adding weights until the vrinj 
is stretched by the same amount as during rotation. 
Then F is given by the adjed w*hht plus the weight of 
M. This value of the force? should be the same as the 
calculated value of the centripetal force. Cafculate 
the percentage error. 

Change the tension in the spring (by changing the 
setting of the Screw S) anJ repeat all measurements 
and calculat ions. 

Calculate the centripetal acceleration A, the 
linear speed V, and the angular velocity 00 for each 
case. 




Figure I 
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TEST EXPERIMENT 4 

! A body of mass a* gnu is moving in a circular path of radius 

b...cm. with a linear speed of ^ecu/sec* The centripetal 

force (in dynes) must be (1) (2) 9 (3) (4) ( ) 

2. A body of mass a*...gm* is rotating in a circle of radius 
b....cm. at the rate of c*rev p. sec* The centripetal force 

(in dynes) is (l) , (2) , (3) , (4) ( ) 

3. A body of mass a....lb. moves in a circular path of radius 
b....ft. with a linear speed of c . . . .f t./eec . The centripetal ac- 
celeration (in ft./sec. 2 ) is (1) , (2) , (3) , (4) ( ) 

4 The centripetal force acting upon the body of problem (3) is 

(in lb.), (1) t (2) , (3) , (4) ( ) 

5 A body of mass a*...gm. moves in a circular path with radius 

b.cm. with a period of c*..sec. The centripetal acceleration ' 

(in cm./eec. 2 ) is (1) f (2) , (3) . (4) . ( ) 

6* The centripetal force acting upon the body of problem (5) is 

(in gm.) (1) , (2) , (3) , (4) ( ) 

? A heavy ball is whirled in a vertical circle of radius a. ft. 

In order for the cord to be taut when the ball is at the highest 

point, the least linear velocity (in ft/sec.) must be (l) 

(2) . (3) , (4) ( ) 

8. A boy weighing a..**lbs. sits on a rotating platform at a dis- 
tance of b....ft. from the axis* The force of friction is c.... 
Ib. The angular velocity (in rad./sec.) which will make the boy 

slide off is (1) , (2) , (3) , (4) ( ) 

9. Two bodies A and B are located at distances of a.... and b* 
cm* respectively from an axis* Both bodies rotate about the axis 
with the same angular velocity. The ratio of the centripetal 
acceleration of B to the centripetal acceleration of A is (1) , 

(2) , (3) , (4) ( ) 

10* A given cord a.. ..ft. long can withstand a tension of b..*lb. 

The weight of the heaviest body that can be whirled at the 

end of this cord at a rate of c'trev p* sec* is (in* Tb'^ 

(1) , (2) f (3) f (4) ( ) 
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Experiment 5 

MOMENT OF INERTIA AND RADIUS OF GYRATION 

Object: 

To give the student some experience in quantita- 
tive measurements dealing with angular motion oy 
determining the moment of inertia of a wheel and 
axle from measurements of the torque required to 
accelerate it and of the resultant angular accelera- 
t ion. 

Apparatus; 

Wheel and axle, pulley and cord, small weights, 
calipers, meter stick. The Atwood's machine of 
Expt. 2 can be used by suostituting the wheel and 
axle for the light mounted pulley. 

Theory; 

The angular acceleration given to a rotating 
body by a torque T is expressed by: 

(1) T = I x > where T = torque in dyne-cm, 
I = moment of inertia of rotating body 

in gm-CM 2 , 

oc = angular acceleration in rad/sec s . 
Hence, if T and oc are found experimentally, I may 
oe calculate from equation (I). 

K, the radius of gyration, is defined by: 

(2) I = mk , 

where I = nro.rent of inertia, 

IT, = mass in gm. 

K = radius of gyration in cm. 

So, once I is determined Dy equation (I), K may be 
found from equation (2). 

In this experiment tne rotating body is a wheel 
and axle (see Fiq. I) for which the masses are known 
and the radii may easily oe measured. For a wheel 
and axle, the moment of inertia is: 



(3) I = 



M r i M 

<_ r 2 + r 2 |+ _1_ r 2 

S3 1 

2 L J 2 



where M = mass of axle, 

M 2 = mass of wheel, 

ri = radius of axle, 

r s = radius of wheel (outer) , 

r 3 = radius of wheel (inner). 

In equation (2) m denotes the total mass. Hence, for 
the wheel and axle, the radius of gyration is given by: 

(4) I * (M! + M^ K 2 . 

In the experiment measurements will oe made so 



that I may oe found from equation (l) and then check- 
ed oy the theoretical expression of equation (3). For 
any value of I, the corresponding value of K is given 
oy equation (4) 

Experiment 

To measure the torque T and the acce le rat ion <x pro- 
ceed as follows: 

The apparatus is assembled as in Figure I. Start 
with a small mass for M Q , but with the mass M not at- 
tached. Increase or decrease the amount of mass M Q 
until it goes down at constant speed after it has been 
started. This partially corrects for the frictional 
resistance. 

Next, attach a 200 jr*. mass M to M Q , wind up the 
cord on the axle and let M Q rest on a support at posi- 
tion A. Release the support and let the cord unwind. 
Place a support at a lower 
point d such that the mass 
Mwill travel I meter. Ob- 
serve the time that it takes 
the mass to reach the point 
B. Repeat the operation by 
adjusting the point 3 so that 
the mass falls 2 meters. Tab- 
ulate the distances s and 
times t just measured. 

The angular acce le rat ionoc 
can be found from the linear 
acceleration, a, by the 




o< = 



The linear acceleration, a, can be found from the 
relation 

s = (1/2) at 2 . 

Combining these equations, one gets 
2s 

0< = y 



Calculate a for each distance s and get an average 
value (since it should oe constant). Then calculate 
using the average "a", The tension P in the cora 
can be found from the force equation: 



)q - 



a. 



After finding P, one can calculate the torque T from 
the relation: 

T - Pr - HL <, 
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Combining these eauations one jets 
T- r (M + M ) (g - a)^ o gr . 

Calculate T using the average value of "a" found 
above. It remains only to find I ana K from the 
relations (l) and (4). 

The values of the masses MI and MS are stamp- 
ed on the wheel and axle. The radii r^ and r% are 
to be measured with calipers and a meter stick. 
The distances should be measured in centimeters. 



Part 2 

Find the theoretical values of the moment of 
inertia and the radius of gyration of a wheel and 
axle oy calculations based upon equations (3) and 

oo. 

Find the per cent error in your experimental 
value found above. 

In conclusion, discuss the cause of the larje 
errors involved. 
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TEST EXPERIMENT 5 



1. A wheel rotates a. .. .revolutions in b. . .seconds. Its average 

angular velocity (in rad./sec.) is (1) , (2) , (3) , 

(4) ...... ( ) 

2* The torque applied to a wheel of diameter a* ft* is b....lb. 

ft* If the force producing the torque is applied tangentially to 

the circumference, it is (in lb.) (1) , (2) , (3) f (4) ( ) 

3. The radius of a disc is a.... cm. and its weight is b....gm. 

Its moment of inertia (in gm. cm. 2) is (l) f (2) , (3) , 

(4) ( ) 

4. A tangential force of a....lb. is applied to a cylinder b....ft. 
in diameter. The torque (in lb. ft.) is (1) , (2) , 

(3) , (4) ( ) 

5. The linear acceleration of a body attached to the end of a cord 
which is being wrapped around a cylinder of a.... cm. radius is 
b....cm./sec. The angular acceleration of the cylinder (in rad*/ 

sec. 2) is (1) f (2) , (3) , (4) ( ) 

6. An engine flywheel is making a. .. .revolutions per second when 
the steam is shut off. If it comes to rest with constant decelera- 
tion in" b. .. .seconds, it will make (1) , (2) , (3) , 

(4) revolutions .......... ( ) 

7. A force of a....lb. is pulling on a cord which is wound around 
the axle of a wheel. If the moment of inertia of wheel and axle 

is b....(w/g) ft. 2 and the angular acceleration is c. . . .rad./eec. 2 , 
the radius of the axle (in ft.) is (1) t (2) f (3) , 

(4) ( ) 

8. A point on the riin of a wheel a.... feet in diameter has a 
linear acceleration of b. . . .ft. /sec. 2. The angular acceleration 
of the wheel (in rad. /sec. 2) is (1) , (2) , (3) , 

(4) ( ) 

9. A torque of a... .dyne-cm, is applied to a body whose moment 
of inertia is b. . . .gm.cm. 2 . The resultant angular acceleration 

(in rad./sec. 2) ie (1) f (2) f (3) , (4) . . . ( ) 

10. A torque of a....lb. ft. is applied to a body initially at 
rest whose momen t of inertia is b....(w/g) ft. 2 , if we neglect 
friction, the resulting angular acceleration is (in rad. /sec 2) 

(1) , (3) , (3) , (4) ( ) 
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feper inert! 6 

APPLICATION OF THE THEOREM OF MOMENTS IN THE 
STUDY OF THE SENSITIVITY OF THE BALANCE 

Object: 

To verify experimentally the sensitivity of a 
balance as calculated from the theorem of moments. 

Apparatus; 

Model balance, 10 gm. wt. , 2-200 gm. wts. , meter 
st ick. 

Theory: 

A force acting upon a body produces a rotation 
of the body if the line of action of the force does 
not pass through the center of mass of the body. 
The effect of a force depends not only on the magni- 
tude of the force but also on the perpendicular dis- 
tance between the line of action of the force and 
the axis of rotation. In Figure I, if the dis- 
tances OA and 03 are equal and if FI = Fg , then 
no motion of the rod AB occurs Because 

"OA (Fi ) - OiT (F 2 ) = 0. 



Figure I 

The oalance is an application of this principle. 
Usually the arms of a balance are equal, and when 
equal masses are placed on the scale pans, gravity 
exerts the same downward pull on <MCh. 3y attach- 
ing a pointer to the beam at 0, one can tell when 
the masses are equal by noting the direction of the 
pointer. The pointer is vertical for equal masses 
and an inclination of the pointer shows that one mass 
is greater than the other. 

K 



In using a balance it is important to know how 
sensitive it is to small differences of load on one 
of the pans. It is oovious that one can not measure 
the mass of an object to the nearest milligram on a 
Da lance which shows no motion of the pointer for an 
addition of 10 milligrams to one pan. It is also 
important to know how the sensitivity depends upon 
the load. An expression for sensitivity will be de- 
rived which shows what factors determine sensitivity, 
and calculated results will be checked in the experi- 
ment. 

Figure 2 is a schematic diagram of the balance. 
KI and KS are knife edges upon which the scale pans 
are suspended, and KS is the knife edcje upon wnich 
the whole beam is Da la need. Suppose that, with % on 
the right oan and MS on the left pan, the oa lance comes 
to rest as indicated in tne figure. One must also take 
into account the effect of the mass of the beam, MS , in 
producing equilibrium. When equilibrium is established, 
tr,rf sun o* the moments of all the forces acting must be 
zero. 



Hence: 



(0 (Mi 
fat + p) 



+ p) gj 
2 sin 



- p) 



sin JJ * 



*here i sin(0 -f) is the lever arm of the left pan 
load, ^ 2 sin (Q$ + p) is the lever arm of the right 
pan load, and r sin p is the lever arm of the center 
of mass of the beam, if the center of mass is located 
at a distance r fron> the knife ed^e Ka , and p is the 
mass of either scale pan. By usin^ the relations for 
the sine of the sum or difference of two angles, equa- 
tion (2) can oe written: 



n 01 cos P" cos 01 s ' n P)-Ms r s ' n r* 
(sin 02 cos p+cos Og sin p) = 0. 



Because p is kept snail in actual practice the above 
equation holds to a close decree of approxi, nation if 




Figure 2 
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one substitutes in it: 
cos p = I, sin p= p. Then 

(Mi+p) i (sin Oi- p cos Gi ) - 
t a(sin O a + p cos Qa) = 0. 

In the usual 



= and 



(2). 



2 = 0, and "hence: 
sin 



- Ms (Mi+M a +2 P ) ^ cos + Mar 



The expression on the left-hand side of the 
equation is the definition of the sensitivity of 
the balance (expressed in terms of radians per 
gram). 



_ = *2 =*, GI = 02 " 0, and P =0, 
*sin G * x, the perpendicular distance Detween 
the line of action of the force (ML +p)g and the 
axis of rotation. Also^cos Q = h, the vertical 
distance between the points of suspension of the 
pans and the points of suspension of the beam. 
In terms of x and h, equation (2) becomes: 

(3) .. P .. - 



An analysis of this expression shows that: 

(a) If is greater that 90, i.e. if the 
knife edges KI and Kg are above the knife edge 
Ka , then h is negative and the sensitivity of 
the balance increases with increase of the load. 

(b) If * 90, i.e. if all three knife 
edges are in a straight line, then h is zero 
and the sensitivity is independent of the load. 

(c) If 9 is less than 90 , i.e. if the 
knife edges KI and KS are below the knife edge 
Ka f then h is positive and the sensitivity de- 
creases with increase of the load. 

(d) In all three cases the sensitivity of 
the balance increases with increase of the 
length of the balance arms, and increases with 
decrease of the distance between the point of 
suspension of the beam and the center of mass of 
the beam. 

Experiment 

Part I 

For the model balance (see Figure 3) measure 
the length of the arms, weigh each of the scale 
pans to the nearest gram, and, if the pans are not 
of equal weight, make them equal by adding the 
proper weights to the lighter one. Measure the 
vertical distances between the knife edges holding 
the scale pans. Weigh the beam of the balance. 



By sliding a bob along the pointer, the position of 
the center of mass of the beam may be varied. First 
place the beam on knife edge K 4 at the groove P and 




Figure 3 

slide the bob along the pointer until perfect balance 
is obtained. Be careful not to drop the beam in this 
operation. Then the distance from knife edge Ka to 
the groove P gives r , the distance the center of mass 
is from the knife edge Ka . Measure the length of one 
scale division and also the length of the pointer from 
the fulcrum to the top of the scale. Record 1 all these 
measurements in tabular form. 

Part 2 

With the center of mass fixed at P suspend the 
pans from the knife edges ai and as - With no load 
on the pans find the sensitivity of the balance as 
follows: . Put 10 grams on one scale pan and observe 
the point of rest. Place the 10 grams on the other 
pan and observe the new point of rest. Then half the 
distance divided t>y the length of the pointer gives the 
radians deflection for 10 grams. This divided by 10 
equals the sensitivity for zero load in radians per gram. 



Sensitivity^ 



Ml - 



(observed) . 



In the same manner find the sensitivity for a load of 
200 grams. Compare these values with those calculated 
theoretically from equation (3). 

Now place the scale pans on bj, and b$ and atjain 
find the sensitivity of the balance for both zero load 
and for a load of 200 grams. Repeat the experiment 
with the scale pans suspended from knife edges cj. and 
c s . Compare the observed and calculated result . 

Part 3 

Now balance the beam at the groove Q and slide the 
bob until equilibrium results. This qives the new dis- 
tance r from the center of mass of the beam to the 
point of suspension. Place the scale pans on the knife 
edges b and b s and find the sensitivity for a load 
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of 200 grams in the same manner as 



in Part 2. 
r 



the experiment charging the distance r to . r 
rebalancing of the beam. Compare the observed 
calculated results. 



Repeat 
by a 
and 



A convenient tabulation of the data of the 
experiment is as follows: 



h -- 



Length of I scale division= r D 

Length of pointer- 

Calc. Sensitivity - x 



q 

r r- 



(Mi + M 8 + 2P) h 



Position of 
end knife edges 


r 


* + * 


MI - U* 


Point of 
nest (Hi ^> M a ) 


Point of 
rest (M 1 <M B ) 


Sensitivity 
Obs. Calc. 


Below fulcrum 

n n 














Even with fulc. 

n if n 














Above fulcrum 

* n 














Even with fulc. 

it n n 
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TEST EXPERIMENT 6 

1. A uniform board a....m. long is balanced on a saw horse* A 

boy weighing b.*.*kg* sits on one end* Another boy weighing 

c*...kg. balances the first boy by sitting (1) , (2) , 

(3) , (4) meters from the saw horse* .* ( ) 

2* An object is balanced by one a**..gm* plus two b..**gm* masses* 

If the a**.*3zu mass is calibrated to within c * . . % and the b*.**gm* 

masses to within d****#, then the weighing is accurate to within 

(1) , (2) , (3) f (4) ( ) 

3* The beam of a balance, including pointer, weighs a****gm* The 

pointer is b****cm* long* The distance between center and outer 

knife edges is c***.cm* A mass of d.*..gm. on one pan deflects 

the pointer so that is moves e*...cm. over its scale* The distance 

of the center of gravity below the plane of the three knife edges 

is (in cm.) (1) f (2) , (3) , (4) ( ) 

4* The sensitivity of a balance is a.** -scale divisions per mg* 

When an object is placed in the left-hand pan and two b***.gnu 

masses in the right-hand pan, the pointer cornea to rest c***scale 

divisions to the left of the zero reading. The weight of the 

object, (in gm.) is (1) , (2) , (3) , (4) * * . ( ) 

5* Two boys carry an a***.lb* basket on a light horizontal pole 
b****ft. long. If one boy is to exert c.... times as much force 
as the other, each boy grasping the pole by an extremity, the 
basket should be placed at a distance of (1) , (2) , 

(3) , (4) , ft. from one end. .............. ( ) 

6. An a....lb. ladder b*...ft. long lies on the ground. The center 
of mss of the ladder is c****ft* from one end. The least vertical 
force necessary to lift one end off the ground is (in Ib.) (1) , 

(2) , (.3) , (4) ( ) 

7. The least horizontal force applied at the center necessary to 
roll a wheel a ft. in radius and weighing b...*lb. over an 
obstacle c...*ft. high, assuming the weight of the wheel as acting 

at its center, is (in Ib*) (1) , (2) , (3) , (4) . . ( ) 

8* An a...* inch pointer of a balance is deflected b.*.inch by a mass 
of c*...gm. placed in one scale pan. The sensitivity of the balance 
for zero load (in radians per gm* ) is (1) , (2) , (3) , 

(4) ( ) 

9. A meter stick is balanced at its a.... cm* mark by a force of 
b....gm. at its c....cm. mark. The weight of the stick (in gm. } is 

(1) , (2) f (3) , (4) ( ) 

10. The beam of a balance whose knife edges are in line with the 
fulcrum weighs a*. ..gnu The distance between the two knife edges 
is b....cm. A mass of c*.**gm. on one pan deflects the pointer 
through d....cm. of its scale* If the pointer is e****om. long, 
the distance along it from the fulcrum to the center of gravity 

(in cm.) is (1) , (2) , (3) , (4) *......( ) 
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Experiment 7 

STATIC EQUILIBRIUM 

Object: 

To study the conditions of equilibrium of cop- 
lanar forces and to apply them to the derrick. 

Apparatus: 

The apparatus consists of: Meter stick and 
inclinometer, a heavy beam AB supported at the top 
by the rope and spring balance T and at the bottom 
by spring balances FI and F 9 . A weight N may be 
hung at B. 

Theory; 

When a body is in equilibrium under a system 
of cop) ana r forces, the sum of the force components 
is zero for each of any two directions of resolu- 
tion and the sum of the moments of the forces about 
any axis perpendicular to the plane is zero. In the 
present case it is most suitable to resolve the forc- 
es in the horizontal and vertical directions and to 
take the moments about either A or B. 

The center of gravity of a body is defined as 
the point at which the whole mass of the body can 
be considered as concentrated. Thus, if we support 
a body at any point, it will be in equilibrium pro- 
vided the point of support is directly above or be- 
low the center of gravity, i.e,, the lever arm of 
the weight of the body will be zero, and thus there 
will be no tendency for the body to rotate. 

Experiment 

Part I 

The apparatus is set up as shown in the sketch. 
Record all spring balance readings, Measure the 
length of the beam AB. Measure the angles p and R 
with an inclinometer. Make a neat diagram to scale 
and record on it the data obtained. 

Note: All lever arms used in the following 
calculations should be marked with dotted lines on 
the diagram and their respective lengths recorded 
as calculated from the values already measured. 




Figure I 

(n the following calculations the values of the 
weight of the beam, distance to the center of gravity, 
and the spring balance reading at T are to be used for 
purposes of comparison only. 

1. From the equations summing up the horizontal 
components of force, determine the tension in the 
rope T and compare with the observed value as read 
from the spring balance at T. < 

2. Using the calculated value of T and the equa- 
tion summing up the vertical components of the forces, 
determine the weight of the beam and compare with the 
value stamped on it oy the Instructor. 

3. Using the results of the two previous calcula- 
tions and the equation of moments with axis at A, 
determine the distance from A to the center of gravity 
of the beam and compare it with the position for a 
uniform beam. 

On your data sheet set down in a neat form the 
calculated and observed values of: (a) the tension 
in the rope T; (o) the value of the weight of the beam; 
(c) the distance from A to the center of gravity of the 
beam. 

The force and moment equations with the numerical 
substitutions for the quantities are to be placed on 
the data sheet directly beneath the drawing. 
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TEST EXPERIMENT 7 

! A uniform plank a* ft* long weighing b....lb. is supported 

c....ft. from one end* A weight on the short end balances the 

plank. This weight (in Ib.) is (1) , (2) , (3) , 

(4) ( ) 

2. A weight of a....lb. is tied to a point b....ft. from one end 
of a c....ft. length of rope. The ends of the rope are fastened 
d....ft. apart to a horizontal beam. The tension in the shorter 
segment of the rope (in Ib.) is (1) , (2) f (3) , 

(4) > ( ) 

3. A uniform ladder weighing a....lb. and b....ft. long is lean- 
ing against a wall at an angle of c...deg. with the horizontal. 
The force exerted perpendicularly to the wall (in Ib.) is 

(1) , (2) , (3) , (4) ( ) 

4. An a....lb. man is b....the way up the ladder of problem (3). 
The additional force exerted perpendicularly to the wall (in Ib.) 

is (1) , (2) , (3) , (4) , ( ) 

5. A uniform rod a. ...ft. long, weighing b....lb., is hinged to 
the floor at one end. The other end is supported by a horizontal 
cord. The rod makes an angle of c....deg. with the floor. The 
tension in the cord (in Ib.) is (1) , (2) , (3) , 

(4) ( ) 

6. A picture weighing a....lb. hangs upon a cord whose parts 
make an angle of b....deg. with each other. The tension in each 
part of the cord (in Ib.) is (1) , (2) , (3) f 

(4) ( ) 

7. A uniform yardstick weighing a....lb. rests horizontally on 
two points b.... inches and c.... inches from one end. The upward 
rea-ction on the bar at the point b.... inches from the end (in Ib.) 

is (1) , (2) f (3) , (4) ( ) 

8* A uniform rod a....ft. long weighing b....lb. is held in a 
horizontal position by two men. One of them is c....ft. from one 
end, while the second laan is d....ft. from the other end. The 
upward force exerted by the second man (in Ib.) is (1) , 

(2) , (3) , (4) ( ) 

9. A a.... ft. rope is tied to two hooks in the ceiling so that 
when a given mass of b....lb. is tied to its center the angle be- 
tween the two halves of the rope is c....deg. The tension on each 

part of the rope (in Ib.) is (l) , (2) , (3) , (4) . ( ) 

10. A triangular frame is made of two uniform beams each a....ft. 
long, held at an angle of b....deg. to each other by a very light 
bar between the free ends of the beams, ^ach beam weighs c !*> 
The compression in the bar when the frame is hung from, the vertex 
of the b....deg. angle (in Ib* ) is (1) f (2) , (3) , 

(4) ( ) 
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MORK, MECHANICAL ADVANTAGE 
ANI EFFICIENCY 

Object; 

To better comprehend the meaning of work, 
mechanical advantage and efficiency by performing 
experiments with a simple machine. 

Apparatus; 

Platform scales, one spring scale (0-100 
lbs.)t two pulleys, rope and platform. 

Thtorlr! 

When a force acts upon a body, the product 
of the force by the distance the body moves in 
the direction of the force is called the worfr 
performed by the force. In the English system 
the unit of work is the foot-pound, the work 
done by a force of one pound acting through a 
distance of one foot. The er<[ (Metric unit) is 
the work done by a force of one dyne acting 
through a distance of one centimeter. A joule 
is I0 7 ergs. In explanation of the definition 
of work: The work done by a man pulling a rope 
is the product of the force exerted times the 
length of rope passing through his hands. 

The actual mechanical advantage of any 
machine is the ratio of the force developed, 
to the force appl led. 

The theoretical mechanical advantage is 
the ratio of the distance through which the ap- 
pUed force acts to the distance through which 
the opposing force acts. 

By the efficiency of a machine is meant the 
ratio of the useful work to the energy received. 



Part I 

A block and tackle is made with the rope and 
pulleys. With it the platform is suspended from the 
ceiling, large pulley at the top. 

Case (a). The experimenter lifts himself with 
the platform by pulling on the free end of the rope. 
The force required for the experimenter to lift him- 
self is measured by the use of scales attached to the 
free end of the rope. Record this force. Find the 
weight of the experimenter and the platform by weigh* 
ing with the platform scales. 

Case (b). Repeat the experiment having a second 
person lift the experimenter by means of the block and 
tackle. 

Case (c). Repeat the experiment by having a 
second person lift the experimenter, this time with 
the small pulley at the top. 

Draw a diagram for each case. For each case answer 
the following questions: How does the weight of the 
experimenter plus platform compare with the force on 
the free end of the rope? What is the actual mechani- 
cal advantage? What is the, theoretical mechanical ad- 
vantage? Can you draw any conclusions as to the ten- 
sion in each strand of the rope? Can you show any 
relationship between the number of strands of rope and 
the theoretical mechanical advantage? 

fart 2 

In each of the three cases of part I calculate the 
efficiency and also the total work done to raise the 
experimenter a distance of ten feet. Show that the 
ratio of the actual mechanical advantage to the theo- 
retical mechanical advantage is equal to the efficiency. 
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TEST EXPERIMENT 8 

1. The work done winding in up a a.... ft. chain which hangs ver- 

tically and which weighs b....lb. per ft. (in ft. Ib.) is (l) , 

(2) , (3) , (4) ............ ....... ( ) 

2. A windlass with a drum a* in* in diameter has a crank arm 
b....in. long. If the efficiency is c....^, the force(in lb) 
which must be applied to the crank in order to raise a load of 

d....lb. is (1) , (2) , (3) , (4) ...... ( ) 

3. A tapering flag staff weighing a-...lb. and b....ft. long, 
whose center of gravity is at a distance cf c.... of its total 
length from the thicker end, is raised until the beam makes a 
d... .angle with the horizontal. The work done (in ft. Ib.) is 

(1) , (2) , (3) , (4) ........ ( ) 



4. A column a. ft* high was built up of wooden blocks weigh- 
ing b....lb. per foot of height of column. The work done (in ft. 
Ib.) in setting up this column was (l) f (2) , (3) , 

(4) ............................. ( ) 

5. The work (in ft. Ib.) necessary to push a barrel weighing 
a....lb up a b....ft. frictionless plane inclined at 
c....deg. to the horizontal is (1) , (2) , (3) f 

(4) .; .................................................... ( ) 

6. To dig a well a.... ft. deep, b....lb. of earth of uniform 
density must be dug out. The work (in ft. Ib.) required to do this 

ie (1) , (2) , (3) , (4) , ........... ( ) 

7. A a....lb. pole whose center of gravity is b....ft. from the 
base lies on the ground. Using a certain system of ropes and 
pulleys, it requires c....ft. Ib. of work to stand it upright. 
The efficiency of the operation is (1) , (2) , (3) , 

(4) ............................. ( ) 

8. A certain windlass has a drum a.. ft. in diameter and a crank 
aim b....ft. long. A force of c....lb. is required at the handle 
to raise a mass of d....lb. The theoretical mechanical advan- 

tage is (1) , (2) , (3) , (4) ........ ( ) 

9. The actual mechanical advantage of the windlass in (8) is 

(1) , (2) , (3) , (4) ............ ( ) 

10. The efficiency of the windlass in (8) is (1) , (2) , 

(3) , (4) ' ) 
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Experiment 9 

MOMENTUM AND ENEMY 

Object: 

To study the principles of the conservation of 
energy and 1 inear momentum and to measure the speed 
of a bullet. 

Apparatus; 

Ballistic pendulum, weights, meter stick, gun. 

Theory; 

The 1 inear momentum of a body is the product 
of its mass by the linear velocity. According to 
the principle of the conservation of energy, it 
can be stated that when energy is transformed from 
one kind to another the total energy after the 
transformation is equal to the total energy before 
th6 transformation. Also, according to the prin- 
ciple of the conservation of linear momentum, the 
total momentum after two bodies collide is equal 
to the total momentum before the collision. 

In Figure I two bodies are assumed to ap- 
proach each other with their relative velocity of 
approach equal to V Q -V Q . and to collide, after 
which their relative velocity of separation is 
(V- v). 

It has been found that the relative velocity 
of separation is always proportional to the rela- 
tive velocity of approach and that the proportional 
factor e is a measure of the elastic property of 
the bodies; it is called the elastic constant or 
coefficient of 'restitution. 

If put in mathematical form the above-stated 
principles appear as follows: 



Conservation of Energy: 

T^T**-!' 2 

Conservation of Momentum: 



loss. 



(I) 



(2) 



Velocities of approach and separation are 
proportional: 



- v )--(V-v). 



(3) 



From these three equations the loss of 
energy during the impact can be calculated 
in terms of the elastic constant and the 
masses. 

If the bodies remain together after im- 
pact so that their relative velocity is zero, 
then e is zero in value and the impact is in- 
elastic. This case only will be considered 
in this experiment and equation (2) becomes: 



miV + 



) V. 



(2a) 



Experiment A 



Part 1 

Figure 2 shows twin ballistic pendulums 
with cords of length and blocks of wood each 
of mass mi attached to the cords at their bot- 
tom ends. 
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Figure Z 

If one mass is swung out so that its cord 
makes an angle BI with the vertical and then 
released, the velocity of approach V Q just as 
it collides with the other one can be calculat- 
ed from the angle B x of the cord and its length 
& , together with the principle of the conser- 
vation of energy. 



o o o 



Figure I 
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This is done as follows: 



- cos 



V 



Y -V2gjg ( I -cos BJ . 

After impact the two masses go on together and 
have the same velocity V which can be found from the 
angle BS which the cord makes with the vertical after 
impact at its greatest swing. 



Then V v V2g^( I - cos BS) . (5) 

Assuming that no outside forces are acting, 
such as air resistance, equation (2a) holds for 
these measured values. 

Perform the above experiment 5 times and substi- 
tute in equation (2a). 

Hake ma double mi and repeat the experiment 5 
times what are the errors? 

Part 2: 

T small rifle is held in place horizontally so 
that its bullet will hit the mass m 2 and become em- 
bedded in it. 

The angle 8 a is noted as the pendulum swings 
out after impact. 



Figure 3 

Equation (2a) can be used to calculate the 
speed of the bullet, which weighs 1.75 gms* 

Perform this experiment at least twice and 
find the speed of the bullet in feet per second. 

Part 3 

Calculate the percentages of kinetic energy 
lost during impacts in Parts 1 and 2. 



Eiptrimnt B 

The pendulum consists of a massive cylindrical 
bob suspended by a strong light rod supported at its 
upper end by pivot bearings (see Fig. 4). The pendu- 
lum support is a rigid bracket mounted upon the end 
of a steel rod fastened in the base. The pendulum 
bob is hollowed out to receive the projectile, a 
brass sphere. The projecting apparatus is a spring- 
actuated gun mounted at one end of the base. The 
brass ball is drilled for mounting on the end of 
the propelling rod. When the sphere is fired into 
the Dob, the pendulum swings upward and is caught 
at its highest point by a pawl which engages a tooth 
in the curve rack. A scale along the outer edge of 
the rack enables one to record the position of the 
pendulum. 

Pift I; 

Since the ball is caught and held within the 
pendulum, an inelastic collision occurs. Let mi 
represent the mass of the pendulum and m 2 that of the 
sphere; let V Q represent the initial velocity of the 
ball, and V the final velocity of ball and pendulum. 
Then 



v ft (mi + Mia ) V. 



(6) 



From the principle of conservation of energy it 
follows that the kinetic energy of the pendulum 
immediately after impact is equal to its potential 
energy at the highest point in its path. This may 
be written: 

(mi -H ma ) J fa + ma ) gh, 
2 

where h is the vertical rise of the center of gravity 
of the pendulum. Hence 

Y V2 gh. (7) 

Determine ma and mi by weighing the sphere and 
by removing the pendulum from its support and weigh- 
ing it. Fire the ball into the pendulum five times, 
and each time measure h (note that the position of 
the center of gravity is marked on the pendulum bob ), 
For each h, calculate the corresponding V from equa- 
tion (7) and the corresponding V Q from equation (6), 
Find the average initial velocity of the ball. 
Part 2; 

The initial velocity of the ball, V Q , may be 
found by an application of the laws of motion. 
Remove the pendulum and place the apparatus in such 
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a position that the ball will travel in a path not 
touching any other obstacle before striking the 
floor. Fire the ball five times, each time mark- 
ing with chalk or with carbon paper the point at 
which it strikes the floor. Each time measure s, 
the horizontal distance traveled Dy the ball, and 
y, the vertical fall of the ball. Find the average 
values of x and y. The laws of motion give (since 
V Q is a horizontal initial velocity): 



X 1/2 g t . 



Elimination of the time gives: 

vg 1/2 g^i . (8) 

y 

Use the average measured values of x and y to cal- 
culate the initial velocity of the ball, V Q , from 
equation (8). How does this value compare with the 
average of that found in Part I? Calculate the 
percentage error. 

Part 3! 

Calculate the percentages of kinetic energy 
lost during the impacts of Part I. 




Figure <t 
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TEST EXPERIMENT 9 

1. An a....gm. gun fires a b....gm. bullet with a velocity of 
c. . ..cm*/sec. The initial velocity of recoil of the gun (in cm* 

/sec.) is (1) , (2) , (3) f (4) ( ) 

2. An a....gm. ball having a velocity of b . .cm./sec . strikes a 
c....gm. stationary cylinder that is free to move. After the in- 
elastic impact, their velocity (in cm. /sec.) is (l) , (2) , 

(3) , (4) ( ) 

3. The fraction of the kinetic energy transformed into heat in 

the above problem is (1) f (2) , (3) f (4) . . ( ) 

4. Two inelastic bodies (one of mass a....lb. moving with velo- 
city b....ft./sec. ; the other of mass c....lb. moving with velo- 
city d... .f t./sec) collide* The velocity of the masses after 
collision is (in ft./sec.) (i) f (2) , (3) , 

(4) * . . ( ) 

5* A car weighing a.*. .tons moving b....ft.sec collides and 
couples with a car weighing c....tons moving in the opposite dir- 
ection with a velocity of d.. .ft./sec. Find the velocity (in ft. 
/sec.) after impact. (1) f (2) , (3) 9 (4) . . . .( ) 

6* Two inelastic bodies of masses a.... and b....gm. collide when 

traveling in the same direction with velocities of c....and d... 

cm. /sec* respectively. The velocity (in cm. /sec.) after impact 

is (1) , (2) , (2) , (4) ( ) 

7. If the bodies in problem (6) nere perfectly elastic, the velo- 
city of the lighter ball after impact would be (in cm. /sec.) (1) , 

(2) , (3) , (4) . . . ( ) 

8 Two railroad cars are coasting in the same direction, mj is 
a....lb.; ma is b....lb.; vi is c.. . .f t./sec. \ va is>d...ft 
/sec. Car number 2 catches up with car number 1 and couples on 
to it. Their velocity (in ft. /sec.) is (1) f (2) * 

(3) , (4) ( ) 

9. Two perfectly elastic ivory balls of the same masses approach 
each other with speeds of a. ...cm. /sec. in their respective di- 
rections and collide. The relative velocity with which the two 
separate (in cm. /sec.) is (1) > (2) 9 (3) , 

(4) , . ( ) 

10. A a...*gm* bullet in passing through a ballistic pendulum has 
its speed changed from b....to c. . . .cm./sec. The momentum im- 
parted to the pendulum (which was initially at rest) was (in gm. 
cm*/sec.) (1) , (2) m , (3) , (4) ( ) 
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Experiment 10 

SIMPLE HARNONIC MOTION 

Object: 

To find the period of vibration of a mass on 
the end of a spiral spring and to investigate the 
effects of change of amplitude of motion, mass, 
and force constant of the spring upon the period. 



Large coiled brass springs, weight holder and 
set of weights, stand for supporting spring, meter 
stick, and stop watch. 

Theory! 

The projection upon a diameter of a point mov- 
ing in a circle with constant speed moves with 




Figure I 

varying speed and describes a complete vibration on 
the diameter while the point moves completely a- 
round the circumference. See Figure 1. P f repre- 
sents the point moving in a circular path with 
constant speed V, and P is the projection of P f 
upon a diameter. The motion of P is called simple 
harmonic motion. 

R represents the radius of the circle of 
reference, and the angle between OP 1 and (Nf . 
PM = x, the displacement of P from M, its position 
of equilibrium. Then 



(I) 



x * R sin 0. 



In uniform circular motion, there is at every 
instant an acceleration toward the center. The 
acceleration of P 1 toward the center is: 



The acceleration a of P toward M is the component 
along OD of A. 



(2) 



-V* 
a * -jpsin 0. 



The minus sign indicates that the acceleration is* 
downward when the displacement is upward, and vice 
versa. Dividing (2) by (|), one obtains 



or 



(3) 



Since neitner V nor R changes numerically during the 
motion^YB/R 8 is a constant; and since V and R 
are both real quantities, Y fi /R 8 is always positive. 
This means that for every position of P the ratio 
of the acceleration of P to its displacement is a 
constant and that the acceleration and the displace- 
ment are always opposite in direction. 

According to Newton's Second Law of Motion, the 
force F necessary to give an acceleration a to a body 
of mass m is: 

F * m a . 

If a body of mass m moves with simple harmonic motion, 
its acceleration a is given by equation (3), so that 



F = m a -m 



x. 



Represent the constant mY8/R3 by c f . Then 
(4) F = -c'x . 

The above equation symbolically expresses Hooke's Law, 
namely that "stress (force) equals a constant times 
strain (stretch)/ 

The period of a simple harmonic motion is de- 
fined as the time necessary for the particle P to 
make one complete vibration from one end of its path 
to the other end and back again. The period is also 
equal to the time necessary for the point P 1 to move 
once around the circle of radius R. In the period T 
the point P' moves at a constant speed V through a 
distance 2TTR. Hence 

2 TT R V T f or 
T = 27FR 



From equation (3), 



Name: Instructor: _ Division: Date. 

Observations, Drawings, Computations: __ _ _ - - 



Answers and Conclusions: 



31 




V m R U -T 



So the period T is given by; 
(5) T 2 TT ' 



Application of Theory; 

If a body of mass m is hung at the end of a 
light spring and the mass is set into vertical 
motion, this motion is a very good approximation 
to simple harmonic motion. This is because the 
restoring force exerted by the spring upon the 
mass is proportional to the elongation of the 
spring (or displacement of the mass) and in the 
opposite direction. But this is simply a re- 
statement of equation (4), that the force acting 
upon a body moving with simple harmonic motion 
is equal to a negative constant times the dis- 
placement of the body from its position of equili- 
brium. Since the motion of the body is simple 
harmonic, the period of the motion is given by 
equation (6). Equation (l) may be written: 



Then 
(6) 



-x 
a 



-c f x 



m a. 



Equation (6) may be substituted into (5) to ob- 
tain: 

_-. 

(7) T ^TTV-^ . 

Since the spring as well as the mass on the 
end is set into motion, the mass of the spring ^ 
must be considered if ^ is not very small as com- 
pared to the mass m on the end of the spring. If 
M S is not sufficiently small to be neglected, the 
effective mass accelerated is m + Mj/3 where t^/3 
is the "effective" mass of the spring. Therefore, 
for heavy springs, the period is given by: 



(8) 



T - 2 



Experiment 
Pfcrt I 

Determination of Force Constant. Place the 
long spring and weight holder on the stand and ad- 
just the pointer near the scale so that it can be 
read without error of parallax. Read the zero posi- 
tion to the nearest tenth of a millimeter. Load the 
pan with a 100 gnu mass and read the position. Con- 
tinue adding 100 gm. masses until a load of 500 gm. 
is on the pan. 




Unload the masses one by one, 
taking the reading of each 
position. Average these read- 
ings with those previously 
taken. Plot a graph of load 
against deflection. The slope 
of the best 1 ine drawn through 
the points gives the force 
constant c 1 in gnu/cm. Calculate 
from this the value of c' in 
dynes /cm. 

Figure 2 Hang 500 gm. on the spring 

by means of a cord about 50 cm. long, pull the 500 gm. 
mass down about 2 cm. and release. Notice the transfer 
of potential to kinetic energy and vice versa as the 
system oscillates. To time the oscillations, release 
the 500 gm. mass so that it is at the center of its 
path when the stop watch is started. (In counting be 
sure to start with zero.) Count 100 oscillations. Re- 
peat this series of observations with a different number 
of osci llations. 

In order to test the dependence of period upon the 
amplitude, repeat the above observations for oscilla- 
tions with an initial amplitude of 10 cm. 



Part 2. 

Weigh the spring to determine M S . Calculate the 
period T from equation (8). Check this value with the 
value of T experimentally measured in Part I. 



To test dependence of period upon mass, increase 
m to 500 gm. and take two series of observations of 
the period. Calculate the period from (8) and com- 
pare with the experimental value. 



Part 3. 

Discuss the errors of observation and point out 
where precautions are most necessary. 



Cite three d ? f f erent kinds of systems in which 
there is the interchange of potential and kinetic 
energy in such a way as to give simple harmonic 
motion. 
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TEST EXPERIMENT 10 



! A body vibrates along a straight line with S.H.M. If the 
period T is a.... sec., the acceleration of the body when it is 
b....cm. from the midpoint of its path is (in cm./sec.2) (i) f 

(2) , (3) , (4) ( ) 

2. A spring is stretched a ...cm. by a force of b.... dynes. By 
a force of c.... dynes, it will be stretched (1) , (2) , 

(3) , (4) cm ( ) 

5. The constant of the spring in problem (2) (in dynes per cm. 

of stretch) is (1) , (2) , (3) , (4) ( ) 

4 A light spring with a....gm. on the end has a period of b.... 

sec. The force per unit stretch (in dynes) is (l) , (2) , 

(3) , (4) ( ) 

5. A light spring with a....lb. on the end has a period of 
b....sec. The force (in Ib.) for a 1 ft. stretch is (1) , 

(2) f (3) , (4) ( ) 

6. A spiral spring weighs a....gm. and has a mass of b....gm. 

on its free end. The force constant of the spring is c.... dynes/ 
cm. Its period of vibration (in sec.) is (1) , (2) , 

(3) , (4) ( ) 

? Two springs have the same force constant. One is extremely 

light and when a load of a....gm. is attached to the end has a 

period TI The other weighs b....gm. and when a....gm. is 

attached to its free end, it has a period T2 The ratio T1/T2 

is (1) , (2) , (3) , (4) ,( ) 

8. A period of a.... sec. results when a b....gm. spring whose 
force constant is c. .. .dynes/cm, is loaded with a mass (in gm.) 

of (1) , (2) , (3) , (4) ( ) 

9. A weight of a....gm. is vibrating in S.H.M. making 1 complete 
vibration in b....sec. The force acting on it when it is c....cm. 
from the center of its path is (in dynes) (1) , (2) , 

(3) , (4) ( ) 

10. A mass in S.H.M* has a maximum displacement of a.... cm. and 
makes one complete vibration in b...*sec Its maximum velocity 

(in cm./sec.) is (l) , (2) , (3) , (4) ... ( ) 
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Experiment II 

DETERMINATION OF YOUNG'S MODULUS OF 
ELASTICITY BY HOOKE'S LAW 



Object: 



To find Young's Modulus for a steel wire. 

Apparatus: 

Young's Modulus apparatus, micrometer cali- 

per, set of weights, 10 ft. scale. 



Theory; 

When a force of any kind acts on a body the 
body will be deformed to some extent. A substance 
is considered to be elastic if this deformation 
disappears when the force is removed, and in- 
elastic if the body does not return to its original 
shape. 

Hooke, who made quantitative investigations of 
the elasticity of materials, found that the defor- 

__ mat ion of a body was directly 

i * i 

proportional to the force ap- 
plied and inversely propor- 
tional to the area over which 
the force is spread. The 
force exerted per unit area 
is defined as "stress." He 
also found that for a given 
stress the deformation de- 
pended upon the size of the 
oody. In the case of wires, 
it was found that the elon- 
gation was proportional to 
the. length of the wire. The 
elongation per unit length is 
called the "strain." Hooke's 
results may therefore be sum- 
med up in the law that the stress is proportional 
to the strain. 

For a wire or rod the ratio of the stress, 
expressed as force per unit area, to the strain 
expressed as elongation per unit .length, Ms called 
Young's Modulus of Elasticity. 

Hooke's Law is true for a perfectly elastic 
substance, but most substances do not remain e- 
lastic under excessive stress. Thus, India rubber 
does not follow Hooke's law exactly even under 
moderate stresses. 




Figure I 



Experiment 
Ptrt \ 

The apparatus consists of two identical steel 



wires hung from a single bracket and attached at 
their lower ends to a flexible framework. One of 
the wires carries a small weight to keep it taut, 
while the other is attached to a micrometer screw 
and a pan to carry several weights. A spirit level 
is attached to the first wire and rests on the mi- 
crometer screw of the second wire. Adjust the screw 
until the spirit level is horizontal, and take the 
reading on the screw as the zero reading. Add a 500 
gnu mass to the pan of the second wire and readjust 
the micrometer screw until the level is again hori- 
zontal and note the reading. Repeat by adding 500 gm. 
each time and taking a reading each time until a total 
of 4.5 kgms. have been placed on the pan. 

Now remove 500 gm. masses each time and take a 
reading at each unloading until finally the pan is 
empty. (The final reading should not differ from the 
initial reading by more than .2 mm. If it does, then 
repeat the experiment, taking more time and care to 
make your readings.) Take the mean of the observa- 
tions for each load as the actual reading for that 
load. Tabulate your data. Now subtract the first 
reading from the third, the second from the fourth, 
etc., and obtain four values for the increase in 
length when the load is increased by 1.0 kg. Take 
the average of these as the best value. 

Measure the diameter of the wire with a micro- 
meter gauge at 5 different places along the wire, 
taking two readings at right angles to each other at 
each place. This must be done very carefully. The 
length of the wire is given by the Instructor. 

Calculate the stress in dynes /cm. and also the 
strain. From these calculate Young's Modulus for 
steel and give the units. 

Convert your result into the F.P.S. (British) 
system. 

Part 2 

Mould a change of temperature or a vertical 
motion of the support affect the results in Part I? 

Show that the method of averaging used in Part 
I is a better representation of the accuracy of your 
measurements than if you would only average the dif- 
ference for each 500 gm. increase in load. 



Calculate the potential energy of the wire when 
loaded with 4.5 kg. 
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TEST EXPERIMENT M 

! Two light wires of the same length and diameter are joined to- 
gether end to end. This arrangement IL euspended vertically with 
a weight hanging on the lower end* The Young f s modulus for the 
upper wire is a. .dynes/sq.cm. end b. .dynes/sq.cm. for the 
lower wire. The weight elongates the upper wire c....cm. The 
elongation (in cm.) of the lower wire is (1) , (2) , 

(3) , (4) ( ) 

2. Young's modulus for steel is a .dynes/sq.cci. The force (in 
dynes) required to give a steel wire of ler^gth b....cm. and cross- 
sectional area c....sq.cm. an elongation of d....cru. ie (l) , 

(2) , (3) , (4) ( ) 

3. If a wire would break at a....lb. per sq.ft., the length in 
feet of the same kind of wire with a cross-sectional area of 
b.... sq.ft. end a density of c....lb./cu. ft. that would hang 

freely without breaking is (1) f (2) , (3) , (4) . ( ) 

4. A a.... meter length of wire whose cress-sectional area is 
b....sq.cm. and whose breaking point is c....kg. per sq. cm. is 
used to hang a picture. If both ends are fastened to the picture 
and the wire is strung over a hook so that its two equal sections 
make an angle of d....deg. with ee ch other, the heaviest picture 
that can be hung weighs (in kg.) (1) , (2) , (2) , 

(4) ( ) 

5. A wire a ... .meters long whoce cross-section is b....eq.cm. is 
stretched c....cm. by a weight of d...kg. Young f s modulus is (in 

dynec per sq. cm.) (1) , (2) , (3) , (4) . . . ( ) 

6. The Young's modulus of a wire a.... ft. long whose cross-sec- 
tional area is b....sq. in. is c . . . .Ib./sq.in. A force of d.... 
Ibs. will stretch it a distance (in ft.) of (l) , (2) , 

(3) , (4) , ( ) 

7. A wire 8 ... .meters long and b....sq.mm. in cross-sectional area 
is stretched c....cm. Its Young's modulus is d. . . .dynes/sq. cm. 
The potential energy in the stretched wire is (in ergs) (1) f 

(2) , (3) , (4) ( ) 

8. A wire is stretched a.... cm. by a force of b....kg. The po- 
tential energy in the stretched wire is (in ergs) (l) , 

(2) f (3) , (4) ( ) 

9. A wire a.... cm. in diameter is wrongly read as b....cm. in dia- 
meter. This introduces an error in the calculation of Young's 

modulus of (1) i (2) , (3) , (4) ( ) 

10. An elev&tor must carry a load of a....lb. with an acceleration 
of b. . ..ft./sec. 2 * If the sefe working stress of a steel cable is 
c....lb. per so. in., the minimur. cross section (in sq. in.) of the 

cable used is (1) , (2) f (3) , (4) ( ) 
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Experiment 12 

ARCHIMEDES' PRINCIPLE 

Object! 

To make use of Archimedes' Principle to cali- 
brate an hydrometer and to determine the density 
and specific gravity of a solid and liquid. 

Apparatus; 

Hydrometer, !00C. thermometer, Vernier cali- 
per, meter stick, ice, graduate, samples, scales 
and weight. 

Theory: 

The mass per unit volume is called the density 
of a body. Letting m represent the mass of a body, 
V the volume, and d the density of the body: 



(I) 



m 

d * 
V 



The specific gravity of a liquid is defined as the 
ratio of the density of a liquid to the density of 
water at 4 degrees C. In other words, it is the 
number of times heavier the given liquid is than 
the same volume of water at 4C. The hydrometer 
is an instrument used to find the specific gravity 
of a liquid. A sketch of the instrument is shown 
in Figure I. 

According to Archimedes 1 Principle, the weight 
of the liquid displaced. equals the weight of the 
instrument when floating in the liquid. This can 
be stated in letters as follows: 



where V Q is the volume of the displaced water (for 
the K level) at 4C. and m is the total mass of 
the hydrometer. Since d is I gm./cc. , numerically 

V Q m for water at 4C. 

If the instrument 
be placed in a 1 iquid 
of density, di such 
that it floats with 
the surface at P, 
Archimedes 1 Principle 
gives: 

V Q di g + A h di g= mg, 
Figure I. where A represents the 

cross-sectional area of 

the stem of the hydrometer and h the distance be- 
tween the P and K levels. Then 

(2) sp.g. ~^~/rTTnT7 ! 



If m, A, and h are measured, V Q and the Sp.g. can tie 
found experimentally, 

From the relation W = m g, the masses of bodies 
are proportional to their weights at any single place 
(3 = constant). If we weigh a body using an equal - 
arms balance, we are comparing its mass and its weight 
with the mass and weight of the standards used. It is 
customary to say that a standard mass of one pound has 
a weight of one pound, a standard mass of one gram has 
a weight of one gram. Since we determine the mass of 
a body by comparing its weight with that of the stan- 
dard masses, the usual units for density are pounds/ 
cu. ft. and grams/cc. 

Archimedes' Principle states that the buoyant 
force acting upon a body submerged in a liquid is equal 
to the weight of the liquid displaced. In determining 
the density of a solid, this principle is useful in 
finding the volume of a given body. 

Supposing that the body weighs m^ grams in air, 
Its mass is m a grams. Suppose also that it has an 
apparent weight n^ grams in water. From Archimedes 1 
Principle the volume is: 

V e "!& - V , 
d w 



(3) 



where d w is the density of water. 




From this: 



Suppose now that the body has an apparent weight 
of digrams in a liquid of unknown density. From 
Archimedes 1 Principle, the weight of the volume V of 
the liquid is m & - m lf where V is given by equation 
(3). Then use equation (I) to obtain: 



(5) 



Experiment 

Part I. 

Weigh the hydrometer carefully and measure the 
diameter of the stem with a vernier caliper. Put the 
hydrometer into ice water at C. to get the reading 
at X, the surface of the water. Measure a series of 
distances h, one for each main reading on the hydro- 
meter. Calculate the sp.g. for each value of h, and 
plot a curve with the hydrometer readings as abscissae 
and the differences between these readings and the 
calculated values as ordi nates. Such a curve can be 
used as a correction curve for the hydrometer. 
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Part 2 

Measure a series of distances h for the Baume 1 
scale with equal divisions of length, and calculate 
the sp. g. corresponding to each mark on the scale. 



The Baume 1 scale for liquids lighter than water 
starts at zero for a \Q% solution of salt water. 
It reads 10 for water at 4C. and 70 for liquids 
of sp.g. .700. Let q be the distance from K to P, 
where P is the surface of liquids of sp.g. .700. 

If q be divided into 60 parts, each part will 
be the length of each Baume 1 degree, and for any 
reading b on the Baume' scale, the corresponding 
distance h isJL(b - 10). From Equation 2 one 
gets: 

m I 

(6) sp.g. = Aq ** Aq / 

m + 65( b - 10 ) ' "*60m( b - 10 ) 



Calculate the value of Aq/60m for your hydro- 
meter and check your Baume* scale calibration with 
equation (6). 

Part 4 

Using the equal -arms balance, weigh the sample 
(sol id) in air, and find the apparent weights in water 
and in the solution given. Take the temperatures of 
the water and of the solution. Look up in a table 
the density of the water d w . Using equations (<t) and 
(5), calculate the densities of the body and of the 
solution. 

The specific gravity of any substance is defined 
as the ratio of the density of the substance to the 
density of water at 4C. d w at 4C. is lgm./cc. or 
62.il Ib./cu.ft. Calculate the specific gravities of 
the solid and the liquid used. From these values cal- 
culate the densities in the British engineering system 
of units. 
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TEST EXPERIMENT 12 

! An a* gnu hollow sphere just floats when completely submerged 

in water* If the shell is of aluminum (sp.gr. 2. 6), the volume of 

the cavity (in cc.) is (1) , (2) , (3) , (4) * * * ( ) 

2. A light balloon is first filled with hydrogen (density appro*. 
0.09 gnu/liter) and then with helium (density approx. 0.18 gm./ 
liter)* Neglecting the wt. of the .balloon and taking the volume upon 
inflation as a....cc. t the lifting force of this balloon when 
filled with hydrogen is b....gm. When filled with helium, the 
lifting force of the balloon is (in gm.) (1) , (2) , 

(3) , (4) ........................ ( ) 

3. The density of a block of wood is a....gm./cc. The fraction of 
its volume which will remain above the surface when it is floating 

in water is (1) , (2) , (3) , (4) ....**.() 

4. if the specific gravity of a liquid is a.... t the amount of 
water to be added to b....gm. of the liquid to get a mixture of 

sp.gr. c....is (in gm. ) (1) $ (2) , (3) , (4) . ( ) 

5. The specific gravity of a metal is a...* The weight of b.... 
cu. ft. of such a metal is (in Ib.) (1) , (2) t (3) , 



\"*l 

6. 
b.. 


The apparent weight of a... 
..when immersed in water is 


cu. 
(in 


n. 

Ib. 


) 


of a 
(1) 


metal 

9 


of sp. 
(2l 


* r * , v 
, (3 . 


; 


(4) 




















( 


) 


V ^ / 

7. 


A block of metal weighs a.. 


..Ib 


. 


in 


air and 


b.. 


..Ib. 


in water* 


/ 


Its 


SD. cr. is (1) . (2) 





(3) 





(4) 




( 


) 



8. A stone of sp. gr. a.. ..weighs b....lb. in air and c....lb. in 
oil. The sp. gr. of the oil is (1) f (2) , (3) , 

(4) ............................. . ( ) 

9. A tube of glass a.... cm. in length and b*..*ftj. cm. in cross* 
section is sealed at both ends after some mercury is placed in it. 
When floating upright in water, the surface of the water is c... 
cm. from the bottom end. When the tube is placed in alcohol of sp. 
gr. 0.8, the surface of the alcohol will be at a distance from the 
'bottom of the tube equal (in cm.) to (1) , (2) , (3) , 

(4) . . ............................ ( ) 

10. if the tube of problem 9 is floated in a salt solution, the 
surface of the solution is a.... cm. from the bottom of the tube. The 
sp. gr. of the solution is (1) , (2) , (3) , 

(4) ........................ ...... ( ) 
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Experiment 13 

COEFFICIENT OF EXPANSION OF A LIQUID 

Object; 

To determine the absolute coefficient of cubic 
expansion of oil. 

Apparatus: 

Regnault f s Apparatus as provided in the lab- 
oratory, meter stick. 

Theory; 

Since the volume of any container changes 
with temperature, it is impossible to determine 
the true expansion of a liquid by direct measure- 
ment in a simple vessel. Such a measurement 
would give what is known as the apparent or re- 
lative expansion, which is the difference be- 
tween the two expansions, that of the liquid and 
that of the vessel. 




Figure I 

The French physicist, Regnault, devised a 
method whereby the actual expansion and the co- 
efficient of expansion could be determined from 
direct measurements without having to take into 
account any changes in volume of the container. 
This method employs the principle of balancing 
liquid columns and the fact that the density of 
a given mass of material varies inversely with 
its volume. The arrangement of the apparatus is 
shown in Figure I. 

Vertical tubes about one meter in length are 
connected by a horizontal tube near the upper ends 
and by an inverted U-tube at the lower ends. The 
system is filled with the liquid (oil) whoee co- 
efficient of expansion is to be determined, so 



that the liquid will flow through the horizontal tube, 
keeping the upper surfaces in the vertical tubes at 
the same level. Sufficient air is left in the in- 
verted U-tube to keep the short columns separated. The 
liquid in the left-hand tube is kept cool at a tem- 
perature ti and the liquid in the right-hand tube, 
over a length H 3 , is heated to a temperature t a by 
means of a steam jacket. Then the oil in H a becomes 
less dense arid is no longer able to balance the other 
columns. Hence the oil rises in the left-hand branch 
of the U-tube and falls in the right hand branch. 

Consider the pressures at the various levels de- 
noted by P C K^, Piand Pg. The pressure P^ at the 
bottom of (he heated column is: 



k c 

where P C is the pressure at the top of the heated 
tube and d s is the density of the heated liquid. From 
the figure it is seen that: 

b Hg - HI - a. 
The pressure PS may be expressed as: 



PS 



P k - 



where d x is the density of the cool liquid. By using 
eq. (I) and the expression for b, PS is put into 
the form: 



Pa P c + H 8 dp g - (ha - HO. - a). d g. 
The pressure PI is: 



(2) 



Pi - P c + H di g. (3) 

But since the columns of the U-tube are balanced, 
p i = PS and hence eq. (2) and (3) are set equal: 



P c + 



Denoting the coefficient of expansion of the 
liquid by p, the volume becomes: 

v t -v (i t-pt). 



Hence 



and 



v = -9- and V f -2. 
y o d t d t 

I=i(. 
i- i(i + 

da d 
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Elimination of d Q , the density of the oil at 0C, 
gives: 

(5) 



Substituting eq. 00 and solving for p gives: 
P= H S (t a - U)-at ' W 



H. 






Figure 2 



Another arrangement which embodies the same 
principles is shown in Figure 2. By the same line 
of reasoning one can prove that (6) holds for this 
arrangement as follows: 



As before, = ' 



and 



da 



I + 



= H 2 -a. 



Experiment 

Part I 

The instructor will see that the oil levels 
in the tubes are properly adjusted. Open the 
water valve about one fourth turn, or just enough 
to let water flow slowly through the cooling jack- 
et. Too rapid water flow may burst some of the 
hose connections. 

See that there is plenty of water in the boil- 
er. If it boils noisily, fresh water or some bits 
of glass in the boiler may be necessary. After steam 
begins to flow from the heater jacket, note the value 
of "a" at intervals of a few minutes until no further 
definite change is observable. The oil may now be 
assumed to be at steam temperature, which latter may 
be determined from the barometer reading. 

Measure "a" by means of the vertical scales and 
HJS with a meter stick. Index points are provided to 
assist in measuring Ha. Each student in the group 
is to make these measurements independently, after 
which the results should be compared. If they check 
quite well, use them for computing. If they do not 
check, repeat the readings and find out if possible 
why they did not check. A student working alone 
should make two or three separate readings. 



Part 2 

Is it apparent to you that this method will give 
the absolute coefficient of expansion of a liquid? 
In what manner will the following affect the results? 
(Give reasons for your answers.) (a) Nonuniformity 
of the inside diameter of the tubes used in the ap- 
paratus; (b) Differences of temperature of the liquid 
in the two arms of the U-tube; (c) Inclination of the 
oil tubes. 



At f Hgdgg = H dig. 

By eliminating di,dg, and HI and solving for p one 

gets equation (6) . 
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TEST EXPERINENT 13 

1. The ratio of the density of iron at a. ...dog* C. to that at 
b**..deg. C. is (1) f (2) , (3) , (4) ( ) 

2. A bar of iron is a*... ft* long at b...deg. C. Its length at 
c....deg. C. (in ft.) is (1) , (2) , (3) , (4) . . ( ) 

3 The apparent coefficient of cubical expansion of mercury in 

glass is (1) , (2) f (3) , (4) ( ) 

4* The Pennsylvania Railroad has a 4 track line between Pittsburgh 

and Philadelphia (300 miles). Due to a temperature difference of 

a....deg. C 9 the road will have less track in winter than in 

summer by an amount (in ft. ) of (1) , (2) , (3) 9 

(4) . . ( ) 

5* If a glass tube a*..eq. cm. in cross-section contains \>....cc. 

of mercury at c....deg. C., the height of the column at d...deg. 

C. will be (in cm.) (1) t (2) t (3) (4) . . * ( ) 

6* At room temperature the inside diameter of a length of copper 

tubing is a ..cm. and the diameter of a steel rod is b....cm. 

In order to slip the tubing onto the rod, the temperature of the 

tubing must be increased by (1) , (2) , (3) , (4) ( ) 

? A steel railroad car of a... .gal. capacity is filled in Texas 

with gasoline when the temperature is b....deg C* When the car 

arrives in Indiana the temperature is c....deg. C. The capacity 

of the car has decreased by about (1) , (2) > (3) > 

(4) gallons ( ) 

8. The Indiana purchaser will find that the tank of (7) lacks 
being full by about (1) , (2) , (3) , (4) 

gallons ( ) 

9. The total space that must be left between rail joints of an 
a.. ..mile track to allow for an expansion due to a temperature 
rise of b....deg. C. is (in mi*) (1) , (2) , (3) * 

(4) * . ( ) 

10. A glass bottle holds a....cc. of mercury at b....deg. C. When 
the bottle and mercury are at c....deg. C. f the number of cc. of 
mercury that the bottle will hold is (1) , (2) , (3) , 

(4) * * ( ) 
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Experiment 14 

HEAT OF FUSION OF ICE AND HEAT OF VA- 
PORIZATION OF WATER 

Object; 

To learn ca 1 or i metric technique and to de- 
termine the heat of fusion of ice and the heat of 
vaporization of water. 

Apparatus; 

heights, calorimeter, SO thermometer, 100 
thermometer, cup, steam boiler, steam trap, watch. 

Theory; 

By definition the calorie is the amount of 
heat necessary to raise the temperature of one gram 
of water from 15 to I6C. , hence to raise x grams 
of water from a temperature ti to a temperature i& 
takes x (tg -ti) calories. This amount of heat 
always produces the same change in temperature for 
the same amount of water provided that there is no 
change of state occurring between the temperature 
I imits. Likewise a definite amount of heat is re- 
quired to raise the temperature of x gm. of iron 
from ti to tg ; and for any given substance a 
definite amount of heat is needed to raise a given 
mass through a given temperature ranje. It is often 
convenient to use the amount of heat required to 
raise one gram of a given body by one degree. This 
is found by dividing the mean thermal capacity of 
the body by the mass of the body. This ratio is 
called the mean thermal capacity of the substance 
and is denoted by c: 

c = 9 

\f .I. 1 1 

m(tg - ti) 

The ratio of the mean thermal capacity of the 
substance to that of water is called the specific 
heat of the substance. This quantity is a pure 
number; and since, by definition of the calorie, 
the mean thermal capacity of water is one calorie 
per gm. per deg. C. , the specific heat of a sub- 
stance is numerically equal to the mean thermal 
capacity of the substance. Then the amount of heat 
required to raise the temperature of a body of mass 
m grams and of thermal capacity c cal./gm./deg. C. 
from ti to ts is: 

Q ~ me (tg - ti) calories. (l) 

Also, if the same body cools from the temperature 
ts to ti , it gives off the quantity of heat given 
in eq. (I). 



Two bodies, originally at different tempera- 
tures, finally come to the same temperature when 
placed together. The body at the higher initial 
temperature loses a quantity of heat equal to 



= 



(t - t)- f 



where t. is the initial temperature and t the final 
temperature. The cooler body absorbs an amount of 
heat equal tp 

Os = m s c% (t - t c ) , 
where t c is the initial temperature. 

If this exchange of heat takes place in a region 
where no heat can enter or leave, i.e., an isolated 
region, and there is no change of state, then the 
heat lost by one body must equal that gained by the 
other body. Hence 



mi 



. (t h - t) = me c 2 (t - t c ) 



Similarly if n substances are at a temperature 
t s , and m substances at a temperature ti , upon 
contact the m + n substances will be at the same temp- 
erature t, and the amount of heat lost by the n SUD- 
stances must equal the amount of heat gained by the 
m substances if they are in an isolated region. 
Consequently 



j (t h - t) 



c (t . 

' 



When a substance changes state, e.g., from a 
soliclto a liquid, or liquid to a vapor, or vice versa, 
heat ' s absorbed or lost without change in tempera- 
ture. Since the heat absorbed in changing a unit 
mass of solid to liquid, or liquid to vapor, is exact- 
ly regained in reversing the process, this heat is 
called the latent heat of vaporization (or condensa- 
tion), If . To account for this heat one must then 
add to the heat equation a term of the type ml, where 
m is the mass of substance which changes state. 

Any apparatus supplying approximately the condi- 
tions of an isolated region is called a calorimeter, 
and usually consists of a metal cup in which the heat 
exchange takes place, supported inside a metal jacket 
by an insulating ring, and fitted with a stirrer and 
an insulating cover. The inside cup is highly polish- 
ed to reduce transfer of heat by radiation to a mini- 
mum, and the space between the cup and jacket is kept 
dry to reduce heat loss by conduction through the air. 
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If the calorimeter is below room temperature 
at the early part of the experiment it gains heat 
from the surroundings by radiation. If at the 
latter* part of the experiment' the calorimeter is 
at a temperature above that of the room it loses 
heat by radiation. Hence to get correct values for 
the latent heat of fusion of ice or heat of vapor- 
ization of water corrections due to temperature dif- 
ferences must be made. To do this, temperature 
readings at intervals of about 30 seconds must be 
taken, not only during the melting of the ice or 
condensation of the steam but also for about five 
minutes before and after these operations. 

In the case of the 
heat of fusion of ice a 
curve like that of Figure 
I is obtained. For the 
heat of vaporization of 
steam a curve like that 
in Figure 2 is obtained. 
In either case prolong 
the curves A3 and DE and 

divides equally the area 
^formed with the part of 
the curve, 3C. Where the 
ordinate cuts the pro- 
longed 1 ines, i.e. , at 
G and H, the correct tem- 
peratures are given. 




Figure 1 




T, M* 

Figure 2 



Experiment 

Part I 

Weigh the cup of the calorimeter and also the 
stirrer. Knowing the specific heat of the material 
out of which these are made (Cu or Al), the thermal 
capacity of the cup and stirrer can be computed. 
Partially fill the cup with a known mass of water, 
m^ . Before adding the ice, take a temperature 
run of the water. Add a known mass, nij ., of ice 
and stir, always checking the temperature of the 
mixture every 30 seconds. After a constant tem- 
perature has been reached continue the tempera- 
ture run for 3 minutes. Weigh the cup again to 
get the mass of ice melted/ The arrount of heat 
lost &y the water, cup, and stirrer is 



Q - (m w c w + m c c c 



c s ) (t h - t) cal. 



The heat gained by the ice is 

? * m/L f + m. c w (t - 0C.) cal. . 



Since the heat lost equals the heat gained 



c w + "fc c c + 



from which Lf, the heat of fusion of ice, can be cal- 
culated. 

Calculate L f using the correct values of temper- 
ature as obtained from a plot of your data similar 
to Fig. I. ; 

Part 2 

Heat water in a boiler during Part I of the exper- 
iment. If the water in Part I is not already about 
IOC. below room temperature chill it. Take temperature 

reauings for a few minutes at intervals of 30 seconds 
before the steam is added. (The steam is ready when 
steam is shooting out of the steam trap.) Quickly in- 
sert the steam tube into the water of the cup. Keep 
reading the temperature and stir continuously. When 
the temperature reaches H5C, quickly remove the steam 
jet, but continue the stirring and the recording of 
the temperature for three minutes more. 

Remove the cup and weigh carefully. The differ- 
ence between the weight at the end of Part I and this 
weight gives the weight of steam condensed. Read the 
barometer and find the boiling point of water from 
the table. The heat of vaporization can be computed from 



Vc + 



+V= w (t v -t), 



(3) 



where t y is the temperature of boiling water, m y is the 
mass of vapor condensed. 

Using a temperature- time chart like Fig, 2 obtain 
the correct temperatures and calculate the correct heat 
of vaporization. 

General precautions; 

1. Keep the space between the cup and the jacket 
dry. 

2. Do not splash water out of the cup. 

3. Keep cover on except when inserting ice (or . 
steam) . 

4. Put ice below the stirrer. 

5. Keep the thermometer bulb suDmerged out not 
touching the ice (or steam jet) . 

6. Do not allow the temperature to fall below the 
dew point. 

7. Stir continuously. 

3. Make all weighings with care. 



Name: Instructor:^ _. Division: Date. 

Observations, Drawings, Computations: _.... __ _ . 



Answers and Conclusions;, 



3 
TEST DPCRIMENT I* 

1* The number of calories required to change a****gm* of ice at 

deg. C. to a**.*gm* of steam at 100 deg* C* is (l) , (2) , 

(3) f (4) * * ( ) 

2. The number of B.T.U. required to change a***lb* of ice at 32 
deg* F. to b**.*lb* of water and c*.**lb* of steam at 212 deg. 7 
is (*) ' , (2) , (3) , (4) * ( ) 

3 The melting of a... .gnu of ice absorbs from a glass of hot tea 

(1) f (2) , (3) , (4) calories'. ....... ( ) 

4* A 'piece of copper with water equivalent a****gm* heated to a 

temperature of b****deg* C. is placed on a cake of ice at deg* 

C. The mass of ice melted (in gnu ) is (1) , (2) , 

(3) f (4) ( ) 

5. A****gnu of steam at the boiling point are turned on a large 

block of ice at deg. C. The mass of ice melted is (in gnu) 

(1) * (2) , (3) , (4) ( ) 

6* A piece of ice at deg* C. weighing a.**.gm* is placed in a 

large chamber filled with steam at 100 deg* C. The amount of 

steam condensed is (in gnu) (1) , (2) * (3) , (4) ( ) 

7. A piece of ice weighing a.***gm* is placed in a calorimeter 

(water equivalent b****gm*7 containing c****gm* of water at d**** 

deg* C* The final temperature of the mixture (in deg* C*) will 

be (1) , (2) , (3) , (4) ( ) 

8* In an experiment to measure the heat of fusion, the temperature 
of a.... gnu of water (including the water equivalent of the calori- 
meter) is lowered from b****deg* C* to c****deg* C* by the addition 
of d..**gm. of ice* This set of data gives for the heat of fusion 
a value (in cal./gnu) of (1) f (2) , (3) , (4) . * ( ) 

9. Steam of mass a** gnu at 100 deg* C* is turned into a calori- 
meter (water equivalent b....gm.) containing C****gm* of water at 
d*.deg* C* The final temperature of the mixture (in deg* C) 
will be (1) , (2) ,(3) , (4) ( ) 

10* In a steam radiator system steam (e.h. 0*5) is brought in at a 

temperature of a.... deg* C* and sent out as water at b.*..deg. C* 

If c....gm. of steam are sent into the system each second, the 

amount of heat evolved per sec* (in cal.) is (1) , (2) f 

(3) * (4) * ( ) 
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Experiment 15 

THE SPECIFIC HEAT OF A SOLID 

Object; 

To measure* the specific heat of a solid by the 
method of mixtures. 

Apparatus; 

500 grams lead shot; 100 grams aluminum shot; 
I copper calorimeter; boiler; dipper; 0-100 ther- 
mometer; 0-50 tenth-degree thermometer; Bunsen 
burner; platform balance. 



Definitions; 

I- A calorie is the amount of heat which will 
change the temperature of one gram of water from 
I5C. to I6C. This is more generally (but not so 
exactly) defined as "the amount of heat which will 
raise the temperature of I gram of water 1C. " 

2. The mean thermal capacity of a substance 
is equal to the number of heat units required to 
raise the temperature of a unit mass of the suo- 
stance one degree. 

3. The specific heat is the ratio of the mean 
thermal capacity of a substance to that of water 
at I5C. 

The mean thermal capacity of a substance is 
then numerically equal to the specific heat. 

From the above it can be seen that the ther- 
mal capacity of water in the metric system is I 
cal./gm. /deg C, and hence the specific heat of 
a substance is numerically eaual to "the number 
of calories which, will change the temperature of 
one gram of that substance by 1C. " Definitions 
2 and 3 may be applied to the English system as 
well. The British Thermal Unit is defined as 
"the amount of heat required to raise the temper- 
ature of one pound of water from 60 to 61 
Fahrenheit. " Then the mean thermal capacity and 
the specific heat remain the same despite the 
change in systems. 

One other definition is required in this ex- 
periment. The water equivalent of a body is given 
by the product of the mass of a body and the ther- 
mal capacity of the substance. It may be thought 
of as the mass of water which will require the 
same amount of heat to raise its temperature 1 
as that required by the body itself. The metal 
containing the water will always have the same 
temperature as the water. Once the water equiva- 
lent of the metal cup is known, one can add this 
value directly to the mass of the water and con- 



sider this sum as the effective mass of water. 



The method to be used is called the Method of 



Mixtures. Its success depends on the fact that when 
two bodies at different temperatures are brought to- 
gether, the amount of heat lost by the one equals the 
amount of heat gained oy the other body (always assum- 
ing no loss of heat by radiation). In this experiment 
a metal is heated to about 95C. by being heated dry 
in a cup immersed in boiling water. The dry metal is 
then poured into a measured amount of cold water and 
tne metal and water come to equilibrium at some inter- 
mediate temperature. The specific heat can be found 
from the following equation: 

Heat lost = heat gained, 



c = 



where mx - mass of the metal; n^ = mass of the water, 
e = water equivalent of calorimeter; t^ ~ final teTv- 
perature of the metal and water; t (n s initial tem- 
perature of the metal; t w = initial temperature of the 
water; c = mean thermal capacity of the unknown; ther- 
mal capacity of water = I. 

The heat gained or lost by radiation fron, or to 
the surroundings will be least if the initial temper- 
ature of the water is chosen a few degrees below room 
temperature and the relative amounts of water and metal 
are taken so that the final temperature of the mixture 
is a few degrees above room temperature. The suggested 
amounts will approximate this condition. 

Experiment 

Part I 

Fill the copper boiler half full of water and start 
heating. Be sure the boiler has plenty of water in it 
at all times during heating. 

Weigh to the nearest gram about 500 grams of lead 
shot and place in the copper dipper and set the latter 
in the boiler. Insert the 100 thermometer carefully 
so that the bulb is well covered by the metal. t*E SURE 
THAT THE THERMOMETER USED HERE READS AT LEAST IOOC. 

While the shot is heating, weigh the calorimeter 
(dry); this is the inner cup in which the mixiny is 
done. Pour into this cup about 150 grams of tap water 
and weigh again to get the weight of the water (to the 
nearest gram) . 

When the temperature in the dipper has ceased to 
rise (between 95 and 100), read the temperature of 
the cold water with a tenth-degree thermometer, re- 
move this thermometer from the water, check accurately 
the temperature of the hot shot, and without loss of 
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time pour the hot shot from the dipper into the 
calorimeter. 

Let the shot and water stand for about ten or 
fifteen seconds and then, being careful not to let 
the hot shot run the thermometer above the top of 
its scale, stir metal and water thoroughly with the 
tenth-degree thermometer and observe the highest 
equi 1 iorium temperature; that is, the temperature 
at which the thermometer when pushed well down 
into the shot begins to go down slowly and regular- 
ly. 



Xecord all the necessary readings and calcu- 
late the specific heat of lead shot. 



Part 2 

Repeat for aluminum, using 100 grams of aluminum 
in 150 grams of water. 

What factors in this experiment produce errors 
in your values for specific heats? In which direction 
do they tend to shift your values? 
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TEST EXFOUNEHT 15 

! The rise in temperature when a.. . .gm. of copper ( e. h. - 

0.09) at b....dsg. C* is added to c....gm. of water at d...1deg. 

C. (in degrees C.) IB (l) , (2) , (3) , (4) * . . ( ) 

2 If it takes a....min. to heat b...*gm. of soup of sp. heat 
c....from d....deg. to e....deg C and the stove is !# ef- 
ficient, then the stove must supply heat at the rate of (1) 9 
(2) , (3) f (4) cal./mln. . ,. ' . . . ( ) 

3. When a...*gm. of aluminum at b..deg C* is dropped into 

C....CG. of water in a calorimeter of water equivalent d....gm. f 

both calorimeter and water at e....deg. C. f the temperature is 

raised to f. ...deg The amount of heat wasted (in cal.) is (l) , 

(2) f (3) , (4) ( ) 

4t The water equivalent of the mercury in a glass thermometer is 
a..*. gin* If it reads b....deg C. before being immersed in c... .gm. 
of water at d....deg. C 9 it will read after immersion (1) , 

(2) , (3) , (4) ( ) 

5. A block of metal weighs a....lb. and its water-equivalent is 
b..i_*B !!'' The specific heat of the metal is (l) (2) , 

(3) , (4) ( ) 

6* A.*cc of alcohol (sp*gr*=0.8 and s.h~0.6) at b*deg C. 
is poured into a graduate whose water equivalent is c....gm. at 
room temperature (25 degc*) The alcohol will be cooled (l) , 

(2) , (3) f (4) degrees C ( ) 

7. A vessel of lead (sh~0*033) weighing a..gm. has the same 

water equivalent as a copper (a. h. -0*09) vessel weighing (in gm.) 

(1) , (2) f (3) f (4) ( ) 

8 It is desired to raise the temperature of a....lb. of water at 
b...*deg* F. to its boiling point by immersing in it c...lb* of cop* 
per (s.h.=0.09)* The temperature of the copper (in deg ?) must 
be (1) , (2) , fs) t (4) ( ) 

9. A tin vessel of a....gai. contains b....gm* of water at c... 
deg* C If the temperature of water and vessel rises d..*.deg* C* 
upon the addition of e...cal. of heat, then the specific heat of 

tin is (1) f (2) , (3) , (4) * ( ) 

10. The following pieces of metal are added to a*.*cc. of water in 
a container whose water equivalent is b....gm.: c.*..gm. of lead 
(s*h*033) at d....deg C*, e...gm* of copper (sh*0093) at 
f*...deg* C. f and g*Gia* of zinc (s.h. -0.095) at h..*.deg. C* 

If the final temperature is i..deg. C. the original temperature 
(in deg. C.)of the water and container was (1) , (2) 

(3) t (4) . . . . ( ) 



Name: ~_ _ Instructor: _. Division: Date. 

Observations, Drawings, Computations: . _ . 



Answers and Conclusions:. 



Experiment 16 

COEFFICIENT OF EXPANSION OF A SOLID 

Object: 

To determine the coefficient of linear expan- 
sion of a metal rod. 

Apparatus; 

Expansion apparatus, two 100 thermometers, 
steam boi ler. 

Theory; 

In this experiment the coefficient of linear 
expansion of a metal rod is determined. A metal 
rod, when heated uniformly over its entire length, 
expands and every unit length of the rod becomes 
longer. The increase in length of each unit 
length for one degree rise in temperature is call- 
ed the coefficient of linear expansion. This co- 
efficient depends upon the temperature scale used, 
but not upon the unit of length employed. This co- 
efficient can be expressed as: 



o< 






(0 



where 0^= coefficient of linear expansion, L = 



47 



the original length, *t * change in length produced 
by the temperature change t. 

The apparatus' used is shown in Figure I. Measure 
the length of the rod to the nearest millimeter with 
a meter stick. Place the rod R inside the jacket J 
so that one end is placed firmly against the end plate 
8. Bring the micrometer screw M into contact with the 
other end of the rod and record the reading. Screw pyj 



the micrometer at least one centjmeter to allow for 
the expansion. Insert a 100 thermometer into the 
opening T and record the initial temperature. Leave 
the thermometer in place. Pass steam from a boiler in- 
to the jacket through one of the openings in the jacket. 
Continue to heat the rod until the temperature reaches 
a constant value. Then bring the micrometer screw in- 
to contact with the end of the rod and record the read- 
ing. Record the temperature. 

From the measured change in length;, change in tem- 
perature, and oriainal length calculate the coefficient 
of linear expansion of the rod from equation (l). 

Repeat the measurements and calculation for a rod 
of different material. 
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TEST EXPERIHENT 16 ^ 

1* The coefficient of linear expansion of the steel in a bridge 

is a* per degree C* If the maximum change in temperature is 

b***C, and the bridge is c****ft* long at the minimum tempera* 

ture, the change in length of the bridge (in ft.) is: (1) , 

(2) f (3) , (4) ( ) 

2* A rod has a cross section of a***.sq* cm. (Young's Modulus - 

10 i0 dynes/sq* cm* ; cx=io* 5 /C*) The force required to extend 

the rod the same amount as the expansion would produce by heating 

it through b****C* (in dynes) is; (1) , -(2) f (3) ,(4) ( ) 

3* The cables of a suspension bridge are a* ft* long t and the 
coefficient of linear expansion of the steel of which they are 
constructed is b....per F* If the maximum and minimum temper- 
atures to which they are exposed are c.**F. and d.*F*t re- 
spectively, the maximum change in length of the cables (in ft.) 
is: (1) , (2) , (3) , (4) ( ) 

4. A metal bar is a.... cm. long at b.... degrees C. and c....cm. 
long at d... .degrees C. Its average coefficient of linear ex- 
pansion per degree C. between these temperatures is: (1) , 

(2) , (3) . (4) ( ) 

5. A wire a..*.sq. in* in cross-section (Young's modulus * 

10 6 lbs/ sq. in*) is held from contracting when the temperature 

is reduced from b**F* to c***F* The tension in the wire is 

d. .pounds. The average coefficient of linear expansion is: 

(1) , (2) * , (3) , (4) , ' ( ) 

6. Two metal rods are arranged to Compensate for changes of 
length due to temperature changes. The distance between the free 
ends will remain constant* The coefficient of linear expansion 
of the short rod is a.... per degree F* and its length is b....ft. 
If the long rod is c**..ft* long its coefficient of linear ex- 
pansion per degree F. is: (1) , (2) (3) , (4) ( ) 

? If a railroad were made around the earth at a latitude of a.... 
degrees and the rails were all welded together, (coef* of linear 
expansion b..../F) (radius of earth at equator b....mi.) the 
rails would rise from the earth, with a change of temperature of 
c*.**F* f a distance (in ft*) of: (1) , (2) , (3) , 

(4) , ( ) 

A wire of 0*01 sq. in. cross-section, with coef* of linear 
expansion of a..../F., Young's Modulus of b. ...lb. per sq. in* 
and d*...ft. long, hangs freely with one end attached to a rigid 
beam. A weight of e....lb. is now fastened to its lower end and 
then the temperature rises f* degrees F. The length of the wire 
increases (in ft.); (1) , (2) , (3) , (4) i. . ( ) 

9. If an error of a....$ is made in measuring the length of the rod 

in this experiment, b....^ in measuring the change in length and 

c....# in measuring the temperature change, the total error in 

.computing the coefficient of expansion (in %} is: (l) , 

(2) , (3) , (4) . * . ( ) 

10* If the coefficient of linear expansion of a, metal is a..../ 
degree F, its linear coefficient of expansion (per degree C)is: 
(1) , (2) , (3) , (4) ( ) 



Name: _ ,._ ., Instructor- _ Division, Date. 
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Experiment 17 
THE ELECTROSCOPE AND COULOMB'S UM 



Object: 

To study the laws of attraction and repulsion 



Object; 

To 
between charged bodies. 



Apparatus: 

Electroscope, pith balls, hard rubber and 
glass rods, wool and silk. 

Theory; 

An electroscope is a device for detecting 
electric charge. The form which is to be used 
here consists of a rod to which is attached near 
the lower end one end of a metallic foil capable 
of rotating in a vertical plane about the point 
of attachment. To the upper end of the rod is 
attached a metallic disc. In order to shield the 
electroscope from stray electric fields, the low- 
er portion is enclosed in a metal case. The rod 
is insulated from the case by a sulphur cylinder 
set in the top of the case serving to hold the rod in 
place. A cover is provided which can sit over the 
metallic disc to shield it. A window is provided 
in the case so that the metal foil can be observed. 
The shielding action is an application of the ice 
pail experiment of Faraday in which he showed that 
a charge cannot exist on the inner surface of a 
cavitous conductor. 

The action of the electroscope depends upon 
the fundamental electric property that two similar- 
ly charged bodies repel each other. Since the rod 
and the leaf are in metallic connection, a charge 
on one will be shared by the other and so a force 
of repulsion will exist. The deflection of the 
leaf then depends upon the charge and the mass of 
the leaf. 

Such an electroscope may be charged in two 
ways, by conduction and by induction. To charge 
by conduction an electrified body is brought in- 
to contact with the electroscope. Upon contact 
the charge is shared with the electroscope and 
the leaf diverges. 

To charge the electroscope by induction the 
charged body is brought near the metal plate. In 
this case the leaves diverge just as they did be- 
fore. Now ground the electroscope by touching the 
plate with a finger still having the charged body 
close to the plate. The leaf is now collap- 
sed. Remove the finger and then remove the charged 
body. The leaf diverges, showing the electroscope 
to be charged. 

A pair of pith balls may also be used to demon- 
strate the phenomenon of electrification and to show 



a good example of Coulomb's Law. The pith ball 
electroscope consists of a pith ball covered with 
a metallic conductor and suspended from a support 
by means of a silk thread. If a pair of pith balls 
are charged by bringing -them In contact with a charg- 
ed body and then touching them together, they will 
each have a charge of the same kind and magnitude. 
Consequently, they will tend to repel each other. 
One can measure the charge on the pith balls in 
the fol lowing way! 

Bring the points of suspension of the pith balls 
together and see that the lengths of the suspending 
cords are the same. Let the charge on each pith ball 
be 0, its mass m, and the angle oetween the strings 
20, and the distance between the pith ball centers r, 
the length of the strings^ . 

The force urging the pith balls apart is by 
Coulomb's Law: 



p s 



The restoring force due to the weight of the pith ball 
is F = mq tan Q. Equating these and solving for Q t one 
obtains Q ~ rymg tan 0. 

Experiment 

Part I 

Record pictorially all observations as well as 
write them down. Follow directions in detail. 

(a) Charge the electroscope by conduction 
with the hard rubber rod. (A charge may be brought 
on the rod Dy rubbing it with felt.) Ground the 
electroscope. 

(o) Charge the electroscope by conduction 
using the glass rod. Bring the charged hard 
rubber rod near the electroscope which has been 
charged with the glass rod. Remove the rubber 
rod. Touch the rubber rod to the charged electro- 
scope. 

(c) Charge the electroscope by conduction 
using the rubber rod. Bring the charged glass 
rod near the electroscope. Remove it. Touch the 
electroscope with the charged rubber rod. 

(d) Charge the electroscope by induction 
using the rubber rod. Bring the charged rubber 
rod near the electroscope. Remove it. Touch it 
to the electroscope. 

(e) Charge the electroscope by induction 
using the rubber rod. Bring the charged glass rod 
near the electroscope. Remove it. Touch it to 
the electroscope. 

Repeat (d) and (e) but charge the electroscope 
by induction using the glass rod. 



N a m e: __ I n struct or: Division: Date. 
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Part 2 

Charge the pith balls equally using the rubber 
rod. Bring the points of suspension together and 
measure their separation. Calculate the charge 
assuming each pith ball to have a weight of 30 
mi 11 i grams. 

Assuming the charge on the rubber rod to be 
negative and a charge which tends to neutralize 
the effect of a negative charge, to be a positive 
charge, what is the sign of the charge acquired 
by a glass rod rubbed with silk? 



For Part I make a table showing the original 
sign of the charge on the electroscope, the opera- 
tion performed, and the resulting sign on the 
electroscope as well as the sign of the increase 
in the charge acquired in each case. 



Explain the operation of charging by induction 
on the basis of the electron hypothesis and the 
potential theory. 



Name: Instructor: Division: Date. 
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TEST EXPERIMENT 17 

1. Two equal point charges separated by a.... cm. In air repel 
each other with a force of b... .dynes. The charges may be (in 

e.s.u.) (1) , (2) f (3) , (4) , . ( ) 

2. The charges in problem (1) are surrounded by a substance of 
specific inductive capacity a.... With no other charges present 
the force will now be (in 'dynes) (l) (2) (3) , 

(4) ( ) 

3. Two equally charged balls weighing a*.*. dynes each repel each 
other with a force of b... .dynes when separated by c...cm. in air* 
The charge on each is (in e.s.u*) (1) , (2) , (3) , 

(4) ( ) 

4. The angle between the string holding each ball in problem (5) 
and the vertical is an angle given by (1) , (2) , (3) t 

5. A point charge of a..*. e.s.u. repels an unknown point charge 
b....cm. away with a force of c.... dynes. The charge (in e.s.u.) 

of the unknown is (1) f (2) , (3) , (4) .*.*() 

6. Two equal point charges of a.... e.s.u. each are separated by a 
distance of b....cm. and are surrounded by a substance other than 
air* If the force of repulsion is c.... dynes, the specific induct- 
ive capacity is (1) , (2) , (3) , (4) ( ) 

7. Two equally charged pith balls weighing a.... dynes apiece are 
suspended from a common point by threads b....cm. long and are 
separated by a distance of c....cm. in air* The charge on each 

ball (in e.s.u.) is (1) , (2) t (3) , (4) . . ( ) 

8. A unit positive charge midway between charges of a..e.s.u 
and b...e.B.u. that are c....ctn. apart in air is acted upon by a 

force (in dynes) of (1) , (2) , (3) , (4) . . . ( ) 

9. Two point charges of a* e.s.u. each repel each other in air 
with a force of b.... dynes. The distance between them(in cm.) is 

(1) , (2) , (3) , (4) ( ) 

10. If the charges of problem (9) are separated by a substance of 
specific inductive capacity a.. ..and the force id the same, then 
the distance between them (in cm.) must be (1) , (2) 

(3) f (4) ( ) 
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<ja +^ Q -v/cjS + ^ 9 
Simpl if ication gives: 

nu m f) 



F = 



2)3/8 

2ms 



, or 

' 



(7) 



(8) 



Then 



H e H e (d* + ^s/a 

On suostitution of the constant K defined by eq. 
(5) , the above becomes: 



(II) 



In measuring the angle of deflection $ it is 
necessary that the compass be tapped slightly in 
order to see that the needle is not sticking. 

The distance i is found by placing the magnet 
in an east-west direction and then using the com- 
pass to locate the poles. 

Experiment 

Part I 

Place the meter stick in the east-west di- 
rection, and place the magnet lengthwise on the 



meter stick with the north pole toward the compass. 
Make four sets of observations recording the dis- 
tance d and the corresponding angle of deflection 
for values of ranging from 20 to 60. By means 
of formula (5) the values of the^arbitrary constant 
K are calculated, and the average value found. 

The magnet is then turned around so that the 
south pole is toward the compass and the above pro- 
cedure is followed for the same values of d. The 
values of K and the average value are obtained as be- 
fore. Mark the position of the compass with a "cross" 
chalk mark. 

Part 2 

The meter stick is then placed in the north-south 
direction and the magnet is placed crosswise on the 
meter stick north of the compass. With the compass on 
the chalk mark as before, make four sets of observa- 
tions, recording the value of d and its Corresponding 
angle of deflection $ for values of 8 ranging from 20 4 
to 60. By means of formula (ll) the values of K are 
calculated and the average value found. 

The poles of the magnet are then reversed and 
the above procedure is repeated for four values of d 
in the same range. The values of K and its average 
value are obtained as before. 

The four mean values of K thus obtained should be 
nearly equal. 

P*rt 3 

Average the mean values of K obtained by means of 
equations (5) and (ll). Calculate the pole strength 
of the magnet where H e ~ .2 oersted. 
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TEST EXPERIMENT 18 

1. Two identical bar magnets are placed so that the four poles lie 
at the corners of a square a..,. cm. on a side* If the poles have 

a strength of b... .units each, the force (in dynes) between the 

two magnets is (1) , (2) , (3) , (4) .....*( ) 

2. A pole of a* units is placed in a magnetic field of b.. oer- 
steds $ the force (in dynes) acting on tLe pole will be (1) , 

(2) , (3) , (4) : ( ) 

3. Two poles of a magnet are a* cm* apart and each has a strength 
of b....unit poles The magnitude of the field intensity outside 
the magnet and on ita axis c....cm. from the nearer pole is (in oer- 
steds) (1) , (2) , (3) , (4) ( ) 

4. In order that two like magnetic poles of equal strength (a.... 
unit poles each) repel each other with a force of b... .dynes, the 
separation of the poles (in cm. ) must be (I) . , (2) , 

(3) , (4) ( ) 

5. If two poles (strengths; N-a. .units, S-b. .. .units) have a 
force of attraction between them of c... .dynes when separated by 
a distance of d...cm in a permeable substance, then the perme- 
ability of the substance is (1) , (2) , (3) f 

(4) ( ) 

6. If two like magnetic poles are placed a. cm* apart in a vacu- 
um, the magnitude of the force acting upon either pole, if the pole 
strengths are b... and c.... units respectively, is (in dynes) 

(1) , (2) , (3) , (4) ( ) 

7. If a pole gf a.... units is placed in a uniform magnetic field, 
it experiences a force of b... .dynes. As a consequence the magni- 
tude of the strength of the magnetic field (in oersteds) must be 

(1) * (2) , (3) f (4) ( ) 

8. Two like magnetic poles are placed a....cm. apart in a substance 
of permeability b.... The magnitude of the force acting between 
the poles, if the pole strengths are c....and d.. units respect- 
ively, is (in dynes) (1) , (2) , (3) f (4) . . ( ) 

9. A compass needle is placed in a uniform magnetic field having an 
intensity of a. .. .oersteds. jbJach pole of the needle has a strength 
of b... .units and 'the distance between the poles is c...cm. If the 
axis of the needle makes an angle of d....deg. with the direction of 
the field, the magnitude of the torque acting upon the compass (in 
dyne-cm.) is (1) f (2) . (3) , ]4) ( ) 

1C* The p.oles of a magnet are a.... cm. apart and have a strength of 

b...*unit poles each. The magnitude of the magnetic field strength 

at a point outside the magnet and on its perpendicular bisector 

c... .cm. from the magnet is (in oersteds) (1) , (2) 

(3) f (4) * * . ( ) 
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Experiment 19 

MECHANICAL EQUIVALENT OF HEAT BY AN 
ELECTRICAL METHOD (JOULE'S LAW) 

Object; 

To study the heating effect of a current of 
electricity and measure the mechanical equivalent 
of heat. 



Apparatus; 

Heating unit, calorimeter, 
clock, scales and weights. 



50 thermometer, 



Theory; 

The electric current strength is defined as 
the rate of flow of electricity. When a current 
flows in a conductor with resistance the effect 
is to heat the conductor. 

Joule's Law states that the equivalent work 
W done when a current heats a conductor is equal 
to the heat in calories multiplied by the mechan- 
ical equivalent of heat J; that this work is pro- 
portional 'to the square of the current I, the 
resistance R of the conductor and the time t that 
the current flows. 



W = JQ = I 2 Rt , 



(I) 



where Q = heat in calories. 

An electrical heat in,} unit is used to raise 
the temperature of water in a calorimeter cup. 
The heat (Q cal.) gained by the water and the 
calorimeter is found by measuring the mass of 
the water, adding to it the water equivalent of 
the apparatus, and multiplying this sum by the 
measured temperature change of the water. The 
work done (in the form of electrical energy) is 
determined by measuring the current, the resis- 
tance of the heating unit and the time that the 
current flows. The mechanical equivalent of 
heat is then found from eq. (l), Joule's law of 
heating. In this equation J is the electrical 
equivalent of heat in joules/cal., Q is the 
heat developed in calories, I is the current in 
amperes, R is the resistance in ohms, and t is 
the time in seconds. 



Eiperi 



Connect the heating unit to a switch in 
series with a battery (or other source of e.m. f.) 




and ammeter. Do not close the switch until the 
circuit has been checked by the instructor, 

Put about 200 gm. of water into the calori- 
meter cup. The water should oe about 4C below 
room temperature; if necessary, cool the cup and 
water in an ice chest. Put the cup into the calori- 
meter and place the heating unit, stirrer, and ther- 
mometer in position. Do not close the switch yet. 

Read the temperature of the water every half 
minute for about 25 minutes in all, keeping the water 
well stirred. After stirring the water about 5 min- 
utes, close the switch, noting the time. Read the 
ammeter every minute as long as the current flows. 
When the temperature of the water is about 4C above 
room temperature, i. e. as far above room tempera- 
ture as the initial temperature was.below, open the 
switch and again note the time. Continue thermometer 
readings and stirring about 5 minutes longer. The 
water equivalent of the cup, stirrer and heater and 
the resistance of the heating unit are obtained from 
the apparatus. 

Calculate the value of J from equation (!) with- 
out making any radiation corrections. 




TtMf 



Figure I 



Plot a curve with temperatures as ordi nates and 
times as abscissae. A curve similar to A B C D E 
will be obtained, where 6 is the point at which the 
current began to flow. Project AB and ED and draw 
the ordinate which equally divides the shaded area. 
JThe corrected temperatures are indicated at the points 
ihere this ordinate intersects the curve. 

Use the corrected temperatures and find a cor- 
rected value of J. 

Make a diagram of the circuit. 

Calculate the value of J in foot-pounds per 
B.T.U. 
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TEST EXPERIMENT 19 



1. To raise the temperature of a. ...liters of water b. .deg. C. 

with a heating element that can deliver c.... joules of energy per 

second will require a time (in seconds) of (l) , (2) , 

(3) , (4) ( ) 

2 The expense of illuminating a hallway, so far as the actual cost 
of power consumed goes, with a lamp that draws a current of a.... 
amperes from a b*.volt AC line for c. hours* if the cost of 
electricity is d cents per kw ~hr., is (1) , (2) , 

(3) f (4) ( ) 

3. The power dissipated by a certain resistor is a... .watts. If 
the value of its resistance in ohms is b.... 9 then the current 
(in amp.) flowing through it is (l) , (2) , (3) f 

(4) ( ) 

4. An electric motor does a....ft*lb. of work in b.... hours. 

The power rating of the motor (in hp.) (l hp. is 33,000 ft. Ib./min.) 

is II) . T2) , (3) , (4) ( ) 

5. If a.... amperes flow for b.*. .minutes through a resistance of 
c....ohms, the heat (in cal.) developed is (l) , (2) , 

(3) , (4) ( ) 

6. In problem (5) the work in joules done by the current is 

(D , (2) , (3) , (4) ( ) 

7. A heating element is to raise a..*.gm. of water from 20C to 
100C in b. .seconds* If the element is to operate on c.... volts, 
its resistance (in ohms) must be (1) , (2) , (3) , 

(4) ( ) 

8 If electrical energy cost a** cents per kw.-hr. 9 the cost 

[assuming 100# efficiency) of heating b..gm. of water from c.... 

C to d*.*C on an electric stove is (1) f (2) , 

(3) , (4) ( ) 

9. A*. volts are impressed across a heating coil of b....ohme re* 
sistance. If the heating coil is submerged in c.... grams of water 
for d. .. .minutes , the change in temperature of the water is (1) 9 
deg* F., (2) deg. C. 9 (3) deg. F* 9 (4) deg. C, . ( ) 

10. When a heating coil of a* ohms resistance is placed in a pipe 
through which water ie flowing at the rate of b. . .cc./sec. , the 
temperature of the water is increased c....deg. C. after it has 
passed the coil* The current flowing in the coil is (in amp.) 

U) , (2) , (3) 9 (4) ( ) 
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Experiment 20 

OHM'S LAM 

Object : 

To study the relation between resistance, 
e.m.f. and current for conductors made of solids 
and gases. 

Apparatus; 

Ammeter, voltmeter, resistances, rheostat, 
batteries, and connecting wires. 

Theory; 

In solid conductors the moving free electrons 
constitute the current; in liquid electrolytes, 
the moving positive and negative ions constitute 
the current; in gases, the charges may be carried 
by electrons, protons and positive or negative 
ions. In all cases of conduction, the source 
of the electric carriers determines to a great 
extent the character of electric conduction. 
Ohm's Law, 

'-7'. 

is followed where the conductors are electro- 
lytes, metallic solids or liquids if the current 
density is not too great (amperes per sq. cm.); 
with gases, the law is very seldom fol lowed. 

Where there is a source of e.m. f. E sending 
current around a circuit, Ohm's Law states that 
the current I is equal to the total e.m.f. E 
divided by the total resistance R, or that the 
e.m. f. divided by the current is a constant 
which is equal to the resistance of the circuit. 

If there is no source of e.iruf. in a cur- 
rent-bearing conductor ab (see Figure I), then 
the drop in electric potential Vab along the 
conductor divided by the current I is a constant 
and is equal to the resistance r . 



Vab 



Figure I 



(I) 



r g = external resistance 
r- - internal resistance. 

If the current is vari- 
able and the circuit contains 
inductance or capacitance, 
then Ohm f s Law holds only for 
instantaneous values since 
back e.m. f. 's are generated 
and have to be considered. 



Experiment 



Sol id Conductors.. Each student (or pair) of 
a group connects the first sample solid conductor in 
a switch circuit arranged as in Figure 2 and opens 
the switch. The current from the battery E then flows 

through each resistance ( ri , ra , rs ) f through 

the Instructor's ammeter A and back to the battery. 
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Figure 2 

The electric potential is now measured with a 
voltmeter by each student (or pair). The current 
is read from the Instructor's ammeter A. The Instruct- 
or changes the current and the above process is repeat- 
ed several times. The voltmeter readings are to be di- 
vided by the ammeter readings to see if Ohm's Law is 
followed. Volts divided by amperes gives ohms resis- 
tance. 

Several samples of conductors are tested in this 
way. The results are. to be tabulated. Does Ohm's Law 
hold in this case? 



Part 2 

Gases. An inclosed electric arc is formed be- 
tween two carbon electrodes and the current and e.m. f. 
are measured as the current is changed. A curve is 
plotted with amperes as ordi nates and volts as ab- 
scissae. Discuss the characteristics of the curve 
and the nature of the conduction in the arc. 

The Instructor will give specific directions in 
this part of the experiment. 
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Figure 3 
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! When a. * .volts are applied across the terminals of two lamps 
connected in series (the resistance of one being twice the other), 
it is observed that a current of b.**amp* flows. Hence the 
smaller of the resistances (in ohms) is (1) , (2) , 

(3) , (4) ( ) 

2 A battery which has an e.m.f. of a* volts and an internal 
resistance of b...ohms is connected in series with an external 
resistance of c..*ohni8 The current that fl;ows through the ex- 
ternal resistance is (in amp.) (1) , (2) , (3) , (4) . ( ) 

3. If a wire of negligible resistance is put across the terminals 

of a dry cell of a....ohms internal resistance end b**.volts e.m*f. f 

the current that will momentarily flow is (in ampO (1) 9 

(2) , (3) , (4) ( ) 

4* A storage battery consists of 3 cells, each of e.m.f a. volts 
and internal resistance b.*ohms, all connected in aerie's to f a resistance 
ceil* If the current in the coil is c*. milliamperes, the resist- 
ance of the coil (in ohms) is (1) , (2) , (3) , (4) . ( ) 

5. A dry cell of one ohm internal resistance sends a current of 

a.*.. amp* through an external resistance of b..*.ohms. The e.m.f. 

of the dry cell tin volts) is (1) , (2) , (3) , (4) ( ) 

6 The maximum current that can pass through a given ammeter 
without damaging it is 5.00 amperes* If this ammeter is connected 
in a circuit containing a a. volt cell, the total resistance of 
the circuit (in ohms) must be at least (l) , (2) , (3) , 

(4) ...( ) 

? A battery of e. m. f a. volts and an internal resistance of 
b...ohms is placed in series with an external resistance of 
ohms* The current flowing in the external circuit is (in amp.) 
(1) , (2) , (3) , (4) , ( ) 

8* It is desired to use an a*.volt lamp on a b.**volt DC. 

line* The amount of resistance necessary to include in series 

with this lamp to cut down the current to its maximum safe value 

of c.*..amp. is (in ohms) (1) ,(2) t(3) , 

(4) ( ) 

9 A battery with an internal resistance of a ohms is connected 
in series with an external resistance of b*.ohms The current 
flowing in the circuit is d*..*amp. The e.m.f. of the battery (in 
volts) is (1) , (2) , (3) , (4) ( ) 

10. A battery having an e.m.f. of a... .volte and an internal res- 
istance of b*...ohms delivers current to an external resistance 
of c....ohms. The voltage drop across the external resistance is 
(1) , (2) ,(37 , (4) . ( ) 
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Experiment 21 

MHEATSTONE BRIDGE AND RESISTANCES IN 
SERIES AND PARALLEL 

Object: 

To study the theory of the Wheatstone Bridge 
and to measure resistances by means of it. 

Apparatus: 



Wheatstone Bridge, standard resistance boxes, 
unknown resistances. 

Theory: 



According to Ohm's Law, the resistance of a 
solid conductor can be measured by determining the 
potential difference across the resistance and the 
current flowing through it. But in many cases it 
is more accurate to compare the unknown resistance 
with that of a known or standard resistor. One of 
the comparison methods is that of the Wheatstone 
bridge,. 

The Wheatstone bridge is shown schematically 
in Figure I. RI , Rs RS and R4 are variable 
standard resistances boxes. Essentially the bridge 
is two resistances (Ra + Ra and RQ + R4 ) in parall- 
el. For any point B on the branch ABC there exists 
a point D on the branch ADC which is at the same 
potential. This is shown by the fact that a sensi- 
tive galvanometer connected across BD shows no de- 
flection, thus indicating no flow of current. Since 
the potential at B, Vg , is equal to the potential 
at D, V D , it follows that: 



= V D ' V C 



But 



V - V = R 



V B - V c = R 2 



= R s 



V n . V = R4 I 4 = R 4 Is . 




Figure I 



Substitution and division give: 
RI Ii - Rs Is , 

-mis 

RS R^i 



(I) 



In the slide-wire Wheatstone bridge (Figure 2), 
the resistances RS and R 4 are made of lengths of 
wire of uniform cross-section. If RS is of length 
a and R 4 of length b, then 

pa pb 

R 3 ss and R 4 =~ 

A A 

Substitution of the above expressions into eq. (l) 
gives: 



(2) 



where a is the distance from A to D, the position of 
the slide at which the galvanometer shows no deflec- 
tion, and b is the distance OB. Therefore, if RS is 
known and the lengths a and b are measure^, RI can be 
calculated from the relation: 



(3) 




Figure 2 
Experiment 

part I 

To test the theory of the bridge and its accu- 
racy, set up a slide wire Wheatstone Bridge as shown 
in Figure 2, and put a resistance of 10 ohms in RI , 
15 ohms in R s , and 1000 ohms in h (See Instructor). 
Find the point D on the slide wire for which no cur- 
rent flows through the galvanometer. (To save the 
battery do not leave the battery key on longer than 
necessary to take readings. Make contact at D by 
tapping momentarily and watch for the motion of the 
pointer. Near A it will deflect in one direction, and 
near C in the opposite direction. Why? The point of 
no deflection is somewhere in between.) Compare the 
ratio R! /R a with the ratio a/b. Repeat with 2 and 
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3 ohms in RI and R% respectively. Repeat with a 
different ratio between RI and Rg . What is true 
with regard to the ratios RI /Rs and a/b ? What 
would happen if RI and Rg were interchanged? 

Part 2 

Remove R2 from the bridge and substitute 
the unknown resistance Xi . Set the slider at 
the middle of the bridge wire. Vary the known 
resistance until a change of one ohm reverses the 
current through the galvanometer. Now move the 
slider until the galvanometer shows no deflec- 
tion. Why is it best to keep the point near 
the middle of the slide wire in obtaining read- 
ings? Repeat for the unknown resistance X^, Con- 
nect the two in series and find their resis- 
tance. Repeat for the two in parallel. How do 
these values agree with the calculated values ? 
Tabulate all your results. 



part 3 

Note the lengths and diameters of the samples 
furnished and calculate the resistance per circu- 
lar-mil-foot (specific resistance). The mil is 
.001 inch and the circular mil is the area of a 
circle one mil in diameter. The resistance of a 
conductor is 

K pi 
R 8 or R = i 

d s ' A 



K = specific resistance (ohms cir. mil per ft.) 
&~ length in feet, d= diameter in mils, and 
R = resistance in ohms, orp = specific resistance 
(ohms cm.), L= length in cm., and A - area of 
cross-section in sq.cm. 



Name: Instructor: Division: Date. 

Observations, Drawings, Computations: 



Answers and Conclusions:. 



61 
TEST EXPERIMENT 21 

1. Three resistances of a* ...*> .and c...*ohms respectively are 

connected in parallel. The effective resistance of the combination 

(in ohms) is , (2) f (3) , (4) ( ) 

2 Two resistances in series have a combined resistance of a.*,. 

ohms and in parallel a combined resistance of b...*ohms. The value 

of the smaller resistance (in ohms) is (l) , (2) , 

(3) , (4) ( ) 

3. A meter length Wheatstone bridge is set up with the scale 
running from left to right. A standard resistance of a. ...ohms is 
placed on the left side. A balance point of b....cm. is obtained. 
The resistance of the unknown (in ohms) is (1) , (2) , 

(3) , (4) ( ) 

4. In the Wheatstone bridge of problem (3) a known resistance of 
a....ohm3 is placed on the left and another known resistance of 
b....oloms on the right. The balance point (in cm.) should be 

(1) , (2) , (3) , (4) ( ) 

5. In the Wheatstone bridge of problem (3) a standard resistance 
of a.... ohms is placed on the left and an unknown resistance on the 
right. A balance point of b...cni. is obtained. The unknown re- 
sistance is increased by c....ohms. The balance point (in cm.) 

will now be (1) , (2) , (3) , (4) ( ) 

6. In the Wheatstone bridge of problem (3) a known resistance of 
a.... ohms is placed on the left and resistances of b....ohms and 
c....ohms connected in series on the right. The balance point (in 

cm.) will be (1) , (2) , (3) , (4) , ( ) 

7. In problem (6) if the two resistances on the right are connect- 
ed in parallel, the balance point (in cm.) will be (I) , (2) , 

(3) , (4) ( ) 

8 Three resistances of a....,b... 9 and c....ohms respectively 
are connected in parallel. The current flowing through the b... 
ohm resistance is d....amp Then the current (in amp.) flowing 
through the c..**oh2i resistance is (1) , (2) , (3) , 

(4) ( ) 

9. Two resistances of a..t. and b....ohms respectively are con- 
nected in parallel. The potential drop across the bt...ohm re- 
sistance is c.... volts. The potential drop across the a ....ohm 
resistance is (in volts) (1) , (2) , (3) f (4) . . ( ) 

10 Two resistances of a.... and b...ohms respectively are con- 
nected in parallel. A current of c.**.amp flows in the main 
circuit. The current flowing through the b..ohm resistance is 
(in amp.) (1) , (2) , (3) , (4) ........ I ) 
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Experiment 22 
TNE SENSITIVE MOVING COIL GALVANOMETER 

Object: 

To study the sensitive galvanometer and its 
use as an electrical measuring instrument. 

iratus: 

ensitive galvanometer, resistance box 1000 
to 10,000 ohms range, resistance box I to 1000 
ohms range, dry cell, switch, connections. 

Theory: 

A very sensitive galvanometer is one in 
which the moving coil is light and has a great 
many turns of fine wire. Necessarily the re- 




Figure I 

sistance is rather large and large currents can- 
not go through the moving coil without burning 
it out. These galvanometers are used for two 
purposes, namely, to indicate or measure electric 
current and to indicate or measure electric po- 
tential. The permanent magnet type as indicated 
in figure I has its deflection directly propor- 
tional to the current in the coil. It is only 
necessary to calibrate the scale to read any unit 
of current desired such as microamperes, milli- 
amperes, amperes, etc. When large currents are 
to be measured, shunt resistances are connected 
so that some multiple of the galvanometer cur- 
rent goes through the shunt. Let I be the gal- 
vanometer current and I 8 the shunt current. 

By Ohm's Law the drop in potential across 
the galvanometer coil is I r and across the shunt 
resistance is I^r s . Since the ends a and b are 
common to both branches of the divided circuit in 



Fig. 3., 



V ab - 



-V. 

Also the line current I a 



V 1 - 



If a galvanometer is calibrated to read 
microamperes it is called a microammeter; if it 
reads milliamperes it is called a mill iameter; 
if it reads amperes it is called an ammeter. 





Figure 2 

The galvanometer coil can not. stand to have a 
large e.m. f. connected across it, so ft is necessary 
to connect a series resistance M to the coil to re- 
duce the current. The total resistance is R = r + M, 
and the total drop in potential across the total re- 
sistance isV ac ^Ig^g + 
M) (see Figure 4)- The 
instrument is calibrated 
to read this drop in po- 
tential, if the scale 
is calibrated in micro- 
volts, the instrument is 
called a microvolt meter; 
\\ it is cal ibrated in 
millivolts the instrument 

is called a mill ivoltmeter; and if it is calibrated in 
volts it is called a voltmeter. 



Experiment 

Part t 

The Shunted Galvanometer. Connect the galvano- 
meter in series with a high resistance, a switch and 
a dry cell. Do not close the switch until an in- 
structor 0. K. f s the job. Find the resistance which 
gives a large initial scale deflection on the galvano- 
meter and record this value. Do not change the resis- 
tance throughout this part of the experiment. Connect 
another resistance box across the galvanometer as a 
shunt. Take readings of shunt resistance and deflec- 
tion with a shunt which makes the galvanometer reduce 
its deflection to half of its initial value. If the 
series resistance is very high compared to the galvano- 
meter resistance, the current through the resistance 
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M 




will remain nearly con- 
stant throughout the 
preceding operations. 
Since I r = I 5 r s and 
I = ! * I. * constant, 



Figure 



r g = r s when I g = I s 



In that case, 



and 



(1/2) I 



the total current for maximum deflection. Therefore, 
the galvanometer resistance is found by noting the 
shunt resistance corresponding to half of the de- 
flection for no shunt. Record this resistance of 
the galvanometer. 

With the galvanometer resistance known- and the 
e.m. f. of the cell equal to 1.5 volts, calculate 
the galvanometer current at the time when the shunt 
was not connected and the large series resistance 
was in the circuit. 



1.5 



From this find the galvanometer current for a 
deflection of one scale division. 

With the galvanometer current required to pro- 
duce unit scale deflection and the resistance of 
the galvanometer, calculate the value of a shunt 
resistance required to make the galvanometer into 
a milliameter (reading one milliampere per unit 
scale division). 



If a resistance M is connected in series with 
the galvanometer, the potential difference is 




Figure 5 

Calculate what series resistance M is required 
to give a difference in potential of one volt to pro- 
duce a deflection of one unit on the galvanometer 
scale. Connect this resistance to the galvanometer 
and have the Instructor test it pn two dry ce 11s. 
Such an instrument is called a voltmeter. 

Calculate what series resistance is required to 
give one-tenth volt difference in potential across 
galvanometer and resistance for a unit scale deflec- 
tion and make a diagram of the connection showing how 
the galvanometer would be connected so as to have both 
scales ready for use as a double scale voltmeter. 



fart 3 

To measure the resistance of a galvanometer by a 
Wheatstone Bridge, see Figure 2 of Experiment 21. 
Connect this galvanometer in the circuit as the un- 
known resistance RI . Place in series with the dry 
cell a high resistance R such that the current flow- 
ing in this galvanometer will not produce a maximum 
scale deflection. (The allowed current and resistance 
to be used depend upon the type of galvanometer). 
Consult the Instructor before closing any switch* 



Part 2 

The Potential Meter or Voltmeter. As stated 
before, the galvanometer resistance times the gal- 
vanometer current is equal to the drop in poten- 
tial across the galvanometer. 



Find the balance point on the slide wire and from 
it and the known resistance calculate the galvanometer 
.resistance. Should this value be more accurate than 
that of Part I ? 



r ab 



V 
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TEST EXPERIMENT 22 

! With a shunt of a.... ohms a certain galvanometer gives a 

deflection of b. divisions for a current of c. amperes . With 

a shunt of d.*ohms the same current produces a deflection of 

e. divisions The resistance of the galvanometer (in ohms) is 

(1) , (2) , (3) , (4) ( ) 

2. A galvanometer in series with a resistance of a ohms gives 
a deflection of !> divisions for c. .volts. The deflection is 

d. .divis ions for e* .amperes. The resistance of the galvanometer 

(in ohms) is (1) , (2) , (3) t (4) ( ) 

3. A galvanometer of a.. ..ohms resistance is deflected b. divi- 
sions by a current of c. .amperes When connected across a d... 

volt drop, the deflection is (1) f (2) , (3) , (4) .( ) 

4 In order to have the galvanometer of problem (3) indicat^ a. . . . 

divisions per volt, it requires a series resistance (in ohms) of 

(1) , (2) , (3) , (4) ( ) 

5* In order to have the galvanometer of problem (3) indicate a...* 

divisions per ampere, it requires a shunt resistance (in ohras) of 

about (1) , (2) p (3) , (4) ( ) 

6. A galvanometer of a.. ..ohms resistance is deflected b... .divi- 
sions (full scale) by a current of ^amp. Hence the value of 
the series resistance that must be used with the instrument in order 
that full scale deflection would correspond to d.... volts is (in ohms) 
(D , (2) , (3) , (4) ( ) 

? A galvanometer of a... .ohms resistance is deflected b.. .divi- 
sions when c* volts is applied across its terminals* Upon in- 
troducing a resistor in series, the deflection was observed to be 
d* . ^divisions. Hence the value of the resistor (in ohms) must 
have been (1) , (2) , (3) , (4) ( ) 

8 With the apparatus used in the half-deflection method, a gal- 
vanometer of a. ...ohms resistance reads b. .divisions without the 
shunt* When shunted, the deflection is c divisions* The 
resistance of the shunt (in ohms) is (1) , (2} , (3) , 

(4) ( ) 

9. A galvanometer of a*. .ohms resistance is deflected b.... divi- 
sions (full scale) by a current of c.amp Hence the value of the 
shunt that must be used with this instrument in order that full 
scale deflection would correspond to d....amp. is (in ohms) 

(D t (2) , (3) , (4) ( ) 

10. The current flowing through a circuit consisting a galvanometer 
of a.... ohms resistance shunted by a resistor of b...ohms re- 
sistance is ^amp. Hence the current through the galvanometer 

is (inampj(l) f (2) , (3) , ( 4) ( ) 
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Experiment 23 
THE ELECTROLYTIC CELL 



Object: 



The study of Faraday f s Laws of Electrolysis. 

Apparatus; 

Hydrogen and copper electrolytic cells, am- 
meter, rheostat, switch, battery, alcohol, fin< 
sandpaper, beam balance and weights. 

Theory; 

The voltameter is simply an electrolytic cell 
designed for measuring the amount of substance de- 
posited by a quantity of electricity. 

Faraday's laws of electrolysis are embodied 
in the equation 

m = ZIt=ZQ, (I) 

where m = mass of substance deposited in 

grams, 
2 = electrochemical equivalent, i.e., 

grams /coulombs, 
Q = quantity of electricity in coulombs, 

1 = current in amperes, 

t = time of current flow in seconds. 

The electrochemical equivalent is defined as 
follows: y 

* = , (2) 

96500 z 

where w = atomic weight in grams, 

2 = valence 

When the products of the electrolytic action 
are gaseous, the amounts deposited are most con- 
veniently determined by measuring the volumes of 
the gases. 

The relation set we en volume and mass is 
m = dV. For gases the density d and the volume 
V are usually referred to standard conditions of 
0*C. and a pressure of 76 cm. of mercury. Thus 
it is more definite to write the preceding equa- 
tion as 



With this change Faraday's Law becomes 
2 It 



u 

y s 



(3) 



The volumes of the gases collected depend on 
their temperatures and pressures. The gas law is 
pV = RT. Therefore 



pV RT 



whence 



Pressure may be expressed in terms of the height 
of a column of mercury by the relation p d gh, and 
making this substitution in equation (il) gives 

hT. 



h s r 



(5) 



(Remember that T is absolute temperature.) 
The pressure denoted by h in equation (5) con- 
sists of 3 parts, the air pressure h^, the hydrau- 
1 ic pressure h^, and the vapor pressure h v of the 
water vapor intermixed with the collected gases: 



h^ will be given in cm. of mercury if the differ- 
ence in water levels in cm. is-divided by 13.6. The 
vapor pressures of water are: 



20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 



h' v (cm. of mercury) 

1.74 
1.85 
1.96 
2.09 
2.22 
2.35 
2.50 
2.65 
2.81 
2.97 
3.15 



The other necessary data are! 



At. wt. Valence 



Copper 

Hydrogen 

Oxygen 



63.57 
1.008 
16. 



Density (d a ) 

8.9 gm. /cc. 

.09 x IO" 8 

1.43 x I0~ 3 



By Avogadro's Law there is an equal number of 
atoms in every gram-atom N, so the atomic weight 
might be written 

W <* Nm a , (6) 

where m a ~ mass of one atom and numerically 
N * 6.06 x lO 88 . 

Combining equations (I) and (2) gives 

SUL 
96500 z 
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and substituting equation (6) in this, one gets 



96500 z 

Suppose the mass deposited is just one atom, 
that is, only one ion has been neutralized by a 
charge Qi ; then m 
equation (8), 

96500 z 



(8) 



m a and the ionic charge is by 

a 



0) 



Since the quantities 96500 and N are universal 
constants, the only variable on the right is z, and 
thus the smallest possible ionic charge in electroly- 
sis is obtained when z = I. This was found to be the 
charge of an electron. So 



e = 



96500 



"~ 1.59 x IO" 19 coulombs. 



6.06 x 10 a 8 

Combining equations (7) and (9) gives for Q 

= Hi 
Nm 



(10) 



From this equation it is possible to determine 
the charge of an ion by the measurements to be car- 
ried out in this experiment. 

Eiper intent 

Part I 

Electrolysis of Acidulated Water. Connect the 
ammeter A, voltameter V, rheostat R, switch S and 
batteries B in series as shown in the diagram. Pass a 
current of about 1/4 to 1/2 ampere until sufficient 
gas has been collected to be accurately measured. 




w 

Figure I 



Record the volumes obtained and reduce these to 
standard conditions and record results. 



Having recorded the current every 1/2 minute and 
the total time it was allowed to flow, calculate the 
volumes that should have been obtained according to 
Faraday's Law. 

Mote; Keep the value of the current constant by 
adjusting the rheostat. 

Find the percent of error between the experimen- 
tal and theoretical volumes obtained. 

Best results for experimental volumes will be 
obtained if the apparatus is given a trial run to 
saturate the electrolyte with gases that will dis- 
solve. 

Part 2 

Copper Electroplating. Replace the water electroly- 
sis apparatus by the copper voltameter. Clean and weigh 
the cathode before, placing it in the voltameter. Be sure 
the polarity of the voltameter is correct. 

Close the switch and pass a steady current for a 
measured time. To get a firm deposit of copper the cur- 
rent density, in respect to the cathode, should not be 
much greater than .02 amp. per sq. cm. Read the amme- 
ter every 1/2 minute and by means of the rheostat keep 
the current steady. 

After depositing about 1/2 gnu of copper (the time 
required to do this should be calculated beforehand), 
open the switch, remove the cathode, rinse in a gentle 
current of water, then in alcohol, dry on clean blot- 
ting paper and weigh carefully. Exercise care not to 
scrape off any of the copper granules. 

Record in a table the original weight of the cath- 
ode, the weight after deposit, the mass of the copper 
deposited, the mass calculated to be deposited, the 
current and the time it was allowed to flow. 

Find the per cent of error between the theoreti- 
cal and experimental masses obtained. 

Part 3 



Calculate the theoretical charge in coulombs on 
the hydrogen, oxygen and copper ions. 

Using the experimental values of masses obtain- 
ed, calculate the charge on each of the above ions. 

Compare the results by recording them in adja- 
cent columns of a table. 
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TEST EXPERIMENT 23 

! The electrochemical equivalent of silver (atomic mass 108, 
valence 1) is 0.001118 gm. per coulomb. Hence the electro- 
chemical equivalent of another element (atonic mass a , 

valence b....) is (in gm. per coulomb) (l) t (2) , 

(3) , (4J ( ) 

2. Element A (atomic wt. a.. . . valence b....} and elements (ato- 
mic wt c.... f valence d....) are deposited on plates in two cells 
which are in series with a source of e.m.f The relative weights 
deposited are in the ratio (1) , (2) , (3) , (4) . ( ) 

3. The ratio of the quantity of electricity necessary to deposit 
a...gm. of aluminum to that required to deposit b....m. of iron 
(atomic wts. Al-27, Fe-56 f valences Al-3, Fe-2) is (1} , 

(2) , (3) , (4) ( ) 

4. A current of a. ...amp. for b.... minutes will deposit a mass of 
silver (in gm.) of (1) , (2) , (3) , (4) . . . ( ) 

5. ifixperimentally it is found that a. ..coulombs of electricity 
are required to deposit b....gm. of an element (atomic wt. c...., 
valence d....). This data gives for the charge on the electron 

(in coulombs) (1) , (2) , (3) , (4) ( ) 

6. The number of Nad molecules (atomic wtb;Ka-23, 01-35*5) in 
a gm. of common salt (dehydrated) is (1) f (2) 9 

(3) , (4) ( ) 

? A coulomb of electricity will deposit a mass (in gm.) of an 

element (atomic wt. a.... valence b....) of about (1) f (2) , 

(3) , (4) ( ) 

8 One gram-atom of an element (atomic wt. a...., valence b....) 

is deposited by (1) , (2) , (3) , (4) coulombs. . ( ) 

9. Two electrolytic cells are connected in series and a definite 
quantity of electricity is sent through them. If the first cell 
deposits a mass mi of one element (atomic wt. a...., valence b. ...) 
and the second a mass m2 of another element (atomic wt. c.... f 
valence d....) f then the ratio m /m? is (l) f (2) , 

(3) , (4) ( ) 

10. A current flows through a copper salt, solution for a... .sec. 
and deposits b....gm. of copper (atomic wt. 63.57, valence 2). The 
current (in amp.) is (1) , (2) , (3) f (4) . . . . ( ) 

23 
Avagadro f s N 6.06 x 10 atoms per gram. atom. 
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Experiment 2 
THE POTENTIOMETER AND THE THERMOCOUPLE 

Object: 

To study the principle of the potentiometer 
and use it to measure the e. m.f. f s of thermocouples. 

Apparatus; 

Potentiometer of the stretched wire type, 10- 
10000 ohm resistance box, rheostat, 3 dry cells, 
standard cell, reversing switch, series of thermo- 
electric couples called a thermopile, 100 thermom- 
eter, two calorimeter cups, ice and hot water. 

Theory; 

The potentiometer is, as its name implies, a 
potential meter. The potential is measured by com- 
paring it with a known standard potential, namely, 
that of a standard cell. The comparison is made 
by a null method which requires no current to flow 
-in the source of e.m.f. being tested. This is ac- 
complished by balancing along a stretched wire re- 
sistance an opposing e.m. f. A diagram of the cir- 
cuit is given (see Figure I) to show how to make 
the connections. 




Figure I 

Ohm's Law states that the difference in po- 
tential along a conductor carrying a current is 
equal to the current times the resistance of the 
conductor. Due to the cell E, the circuit EABC 
has a current I flowing in it. If the resist- 
ance between A and 6 is r, the drop in potential 
from A to B is V ab = Ir by Ohm's law. If the cells 
E and S are connected in opposition and the point 
8 is adjusted so that the potential difference V ao 
is equal and opposite to the e.m.f. of the stan- 
dard cell S, no current will flow through the cell 
S and the sensitive galvanometer G will not be af- 
fected. If the conductor AB is of uniform resist- 
ance K ohms per unit length, the distance Y from 
A to B is proportional toV ab since V ab = IKY. 



In order to compare the e.m. f. f s of two cells S and 
V, it is only necessary to compare the two corres- 
ponding lengths Y S and Y V of the stretched wire as 
measured when the current through the galvanometer 
G is zero. Thus 



and 



E A = 



E v = 



(i) 



The e.m. f. of the standard cell is marked on the ce.ll 
and is about 1.0183 volts at 20C. 

If some other source of e.nuf. is connected in 
the place of the cell V, its e.m. f. can be measured 
in a similar way. 

If two kinds of metal wires such as copper and 
iron are joined together, an encf of one to an end of 
the other, a difference in potential will exist be- 
tween the wires at the contact point which will de- 
pend upon the temperature of the junction. If the 
other two ends are joined together at the same tem- 
perature, no current will flow in the. completed cir- 
cuit because the e. m.f. f s set up at each junction 
are in opposite direct ion and equal in magnitude. 
If one junction is heated to a higher temperature 
than the other, the e.nuf. of one junction will be 
greater than that of the other, and a current will 
flow in the circuit. 

This phenomenon is known as the thermoelectric 
effect and the two junctions are called a thermo- 
couple. A number of junctions connected in series 
is cal led a thermopile. 

Experiment 
Part i 

Connect the stretched wire potentiometer, 10- 
10000 ohm resistance box, dry cell, standard cell, 
galvanometer, rheostat and switches as in Figure I. 
Do not close the switches until the connections are 
checked by the Instructor. 

Close the switches F and D so that the dry cells 
V and E are connected. Then adjust the sliding con- 
tact point 8 so that Y V is 150 cm. Adjust the re- 
sistance q so that the galvanometer reads zero when 
contact B is pressed down. One centimeter of wire 
now has a potential difference of approximately 
I/ 100 volt, since the e.m.f. of the cell V is about 
1.50 volts. To make the calibration more accurate, 
reverse the switch D so that the standard cell S is 

connected instead of V, and set 8 so that Y e equals 

s 
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100 times the e.m. f. of the standard cell. Then 
adjust the resistance q so that the galvanometer 
reads zero when contact is made at B. Then the 
potential drop along the wire is I/ 100 volt per 
cm. To make the instrument more sensitive, re- 
move the resistor R after the calibration has been 
made. This resistor is only a device for protect- 
ing the galvanometer and standard cell from ex- 
cessive currents. Leave the resistance q fixed 
for the rest of the experiment. 

Throw the switch D over to connect the cell 
V in the circuit. Adjust the contact B so that 
the galvanometer indicates zero current when it 
is pressed down. Read the e.m. f. of the cell V 
directly from Y . 

Part 2 

In this part the e.m.f. of a thernnopile will 
be measured by connecting the thermopile in the 
circuit (Figure I) in place of the cell V. Place 
the thermopile so that the two ends dip into two 



cups of water. With the water in the two cups at 
the same temperature (room temperatire), find the 
e.m.f. produced in the thermopile. It should be 
zero; that is, the point B should coincide with A 
when the galvanometer shows no deflection. 

Pour the water out of one cup (into which the 
"cold" end is placed) and replace it with shaved ice. 
Bring the water in the other cup to the boiling 
point. After about 10 minutes find the balancing 
point B along the wire and from that the e.nuf. of 
the thermopile. 

By dividing the e.m.f. of the thermopile 
(reduced to microvolts) by the number of couples, 
find the e.nuf. per couple. Then divide this re- 
sult by the temperature difference between the two 
sets of junctions to find the thermoelectric power 
of the couple in microvolts per degree. 

Tabulate all of the results. 
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Experiment 

Part I 

Describe the induction coil used and make a 
diagram of the whole circuit. 

What are the factors which increase the e. m. f. 
in the secondary circuit? 

Why is a condenser used across the break gap 
in the primary circuit? 

What are the differences oetween a transformer 
and an induction coil? 

Part 2 

The earth inductor consists of a coil of wire 
wound around a wooden frame which rotates about a 
vertical axis at an angular speed 60 rad./sec. (A 
commutator and two brushes are a part of the in- 
ductor). The horizontal component of the earth's 
magnetic field is directed toward the magnetic 
north. A sensitive O.C. Galvanometer is connected 
to the brushes to indicate the mean value of the 
current. 

In some instruments the brushes are on a yoke 
which can be rotated around carrying the brushes 
with it; shifting the position of the brushes 



changes the amount of rectification produced by the 
commutator and thereby changes the reading of the 
galvanometer. A position of the brushes can be 
found whereby no rectification is accomplished and 
there will be no reading of the galvanometer. 

Rotate the yoke until a. position is found which 
gives maximum current as indicated by the galvano- 
meter. The number of revolutions per second must be 
measured with a revolution counter and stop watch. 
The resistance of the circuit, constant of the galva- 
nometer, and number of turns can be obtained from the 
Instructor. 

Calculate the horizontal component of the earth's 
magnetic field. (Use the constant of the galvano- 
meter to find E, the mean e. m.f. induced in volts). 



Part 3 

Study apparatus. Give detailed description of 
how an earth inductor could be used as a compass. 
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1* The coefficient of mutual induction between two coils is a< 
henries. If the rate of change of current in one of them is 
b. .amp. /sec. , the e.m.f. (in volte) induced in the other is 
(1) , (2) , (3) , (4) 



20 A coil of a.... turns and b....sq.cm. in area is rotated c.... 
deg. about an axis perpendicular to a magnetic field of d.... 
oersteds in e. . .seconds The average induced e.m.f. (in volts) 
is (1) , (2) . (3) , (4) 



3* The axis of a coil of a* turns and an area of b...sq. cm* 
is inclined at an angle of c....deg. to a magnetic field of d.... 
oersteds* The average e.m.f. (in volts) induced when it is 
rotated at e....R.P.M. is (1) , (2) , (3) f (4) 

4. A long straight wire conductor a* cm* long passes through a 
magnetic field of b. .lines/cq.cci. c.t the rate of c. .Gnu/sec. 
The e.m.f. (in volts) between its ends is (1) , (2) , 
(3) , (4) . . 

5. A coil rotates in a uniform field of a. .. .oersteds j it con- 
tains b.... turns of wire; has an area of c....sq.cm. and an angu- 
lar velocity of d. .. .radians/sec. Then the average e.m.f. (in 
volts) induced in a quarter of a revolution (starting with its 
plane parallel to the direction of the lines of force) is (1) f 
(2) , (3) f (4) 

6. A coil of a* ...turns and b....sq.cm. in area is rotated one 
complete revolution about an axis perpendicular to a field of 

c. .oersteds in d....eec. The average induced e.m.f. (in volts) 
is (1) , (2) , (3) , (4) ... 

7. The coefficient of mutual induction between two coils is a.... 
henries. An e.m.f. of b.... volts is induced in one coil when the 
current in the other coil changes at the rate (in amps, per sec.) 
of (D , (2) , (3) , (4) . . . 

8. It is observed that when a conductor is connected to an ex- 
ternal resistance, a. .. .coulombs of electricity will flow if b.". .. 
joules of energy are expended upon it in moving it through a 
distance of c....cm. Hence the e.m.f. induced (in volts) is 

(D , (2) , (3) , (4) 

9. If the conductor of problem (8) is connected to an external 
resistor of a.... ohms and cuts b... lines of force in c. .. .seconds f 
then the average current (in amp.) flowing through the resistor 
is (1) , . (2) , (3) , (4) 

10. It is observed that when the current in one of two coils is 
increased from a..... to b....amp. in c ... .seconds , that an e.m.f. 
of d.... volts is induced in the other. Hence the mutual induct- 
ance (in henries) is (1) f (2) f (3) * (4) 
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Experiment 26 
VELOCITY OF SOUND IN METALS 

Object ! 

To compare the velocity of sound in several 
metals with the velocity in air oy means of Kundt's 
tube. 

Apparatus: 

Kundt's tube, metal rods, cloth, resin. 



Figure I 

Theory; 

Kundt's dust figure apparatus as shown in the 
figure consists of the sounding rod A f clamped at 
the center and carrying a disk at one end. This 
disk is placed in the wave tube B so that it does 
not touch the tube. The opposite end of 8 is 
closed by a close fitting piston. Some fine dry 
powder, such as lycopodium, cork dust, powdered 
elder pith, or cornstalk pith is strewn along the 
bottom of the tube. The free end of A is rubbed 
longitudinally with rosined leather to set it in- 
to vibration. When the length of 8 between disk 
and piston is a adjusted to almost an integral 
number of half wave lengths of the sound emitted 
by the rod, the air is set into strong forced 
vibrations of the same frequency. The wave length 
will be twice the distance between nodes in the 
tube, the nodes oejng indicated by Minimum dis- 
turbances of the dust in the tube. The wave 
length of the same vibration in the rod is twice 
the length of the rod. The equation for speed 
of wave motion is the same for both cases, namely 

V f \ , 

where V is the speed, f is frequency, X is wave 
length. Since the air column is forced to vi- 
brate at the same frequency as the rod, f is 
the same for both. Hence, 



V rod 
V air 



Experiment 

Part I 

Clean the wave tube, if necessary, by pushing a 
wad of cotton or waste through it. Place enough of 
the powder in the tube to form a line about 2 mm. 
wide along the bottom of the tube when placed hori- 
zontally on the V r Blocks. See that the disk on the 
end of the rod is two or three cm. within the tube 
and not in contact with it at any point. Tap the 
tube liqhtly so that the dust will form a 1 ine a- 
long the bottom, then rotate the tube until the pow- 
der is about to slide down the wall of the tube. See 
that the piston is close to the opposite end of the 
tube from the disk, then stroke the free end of the 
rod lengthwise with rosined leather. It should emit 
a shrill sound. If the tube is of proper length, 
the powder will remain at rest at a few definite 
points and will move down toward ttoe bottom of the 
tube Detween these points. If the points of rest 
are not distinct, move the piston slightly and stroke 
the rod again. Continue adjusting the piston until 
the most definite nodal points are found. Measure the 
length of rod and the distance between nodal points. 
Use these measurements to determine the speed of sound 
in the particular rod used. Since the disc is not ex- 
actly at a node, do not measure from it to the piston. 

Part 2 

Repeat the above work, replacing the rod in suc- 
cession by other rods furnished, and determine the 
speed of sound in each. 



Part 3 

For longitudinal vi oral ions of a solid the speed 
of wave motion is given by 



v = w 



where E is Young's Modulus and d is the density. From 
the velocity found in part 2 calculate Young's Modulus 
for one or more of the materials used, as directed 
by your Instructor. 



Density (in gnu per cc.) of Brass = 8.5; Aluminum 
2.6: Steel = 7.5. 
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TEST EXPERIMENT 26 

1* A metal rod a* cm* long clamped In the middle causes stand- 
ing waves inside a glass tube* When the fundamental note of the 
rod is produced, the nodes in the tube are b... cm. apart. Tak- 
ing the velocity of sound in air as 330 m./sec., the frequency 
of the sound emitted (in vib. per sec.) is (l) , (2) , 
(3) , (4) ( 

2. If the velocity of sound in air is 330 m./sec., the velocity of 
sound in the metal rod of problem (1) is (in m./ sec.) (1) , 

(2) , (3) , (4) ( 

3. The nodes for carbon dioxide (velocity of sound 258m. /sec.) in 
the tube of problem (l) would have a separation (in cm.) of 

(1) , (2) , (3) , (4) . !f ( 

4. The next frequency produced by the rod of problem (1) would 
produce nodes (air in the tube) which are separated by a distance 

(in cm.) of (1) , (2) , (3) , (4) ( 



5. The air in closed organ pipe a. ...cm. long is set into vibra- 
tion. The frequency of the third harmonic (in vib. per sec.) is 

(1) , (2) , (3) , (4) ( 

6. To cause an open organ pipe to emit notes of a fundamental fre- 
quency of a. . vib ./sec., one would make its length (in cm.) equal 

to (1) , (2) , (3) , (4) ( 

? If the density of a certain metal is a. .gm./cc. , and the 
velocity of sound in it is b m./sec. , Young's modulus for the 
metal (in dynes per sq. cm.) is (1) , (2; , (3) , (4) . ( 

8. In a Kundt's tube experiment it was found that the distance 

between successive nodes was a., cm* The frequency of the sound 

(in vib./ sec.) was therefore (l) , (2) , (3) , (4) . ( 

9 When a different metal bar was used, the distance between the 

first and sixth antinode was found to be a... .cm. In this case 

the frequency (in vib./ sec.) was (1) , (2) , (3) , (4) . ( 

10. The frequency of the fundamental note of a bar clamped at the 
center is a* . .vib./sec. If clamped one quarter of the length 
from one end, the fundamental frequency (in vib./ sec.) is (1) , 

(2) , (3) , (4) . . . ( 
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Experiment 27 

FORMATION OF IMAGES BY LIGHT FROM 
SPHERICAL MIRRORS 

Object; 

To apply the simple laws of reflection of light 
from plane surfaces to the study of the images form- 
ed by light from curved surfaces. 

Apparatus; 

Concave mirror, spherometer, protractor, com- 
pass and pins. 

Theory; 

The laws of reflection are: 

1. The incident ray, the reflected ray, and the 
normal to the surface at the point of incidence all 

1 ie in one plane. 

2. The angle of incidence J (angle between inci- 
dent ray and normal) equals the angle of reflection 
(angle between reflected ray and normal). 

These laws apply equally well in cases where 
the surface on which the light is incident is not 
plane. In the case of a curved surface the di- 
rection of the normal changes from place to place 
on the surface, out at each point it is nevertheless 
true that a ray incident at that point is reflected 
at that point in accordance with the above two laws. 

In the case of a spherical surface*, the normals 
to points on the surface are simply the radii of the 
sphere. The drawing of ray diagrams is therefore 
simplified by that fact. 

For a spherical mirror the distance from the 
object to the mirror (object 'distance p) , the; dis- 
tance from the mirror to the image (image distance q) , 
and the focal length f are related by: 

(0 ' + ' - ' - 2 
p q f r 

The last equality follows from the fact that the 
focal length f is one-half of r, the radius of cur- 
vature of the spherical mirror. 

Experiment 

Part I 

First, determine the curvature of the mirror 
by means of a spherometer. Place the instrument on 
a flat piece of plate glass and adjust the central 
screw until all four legs touch the plane surface. 
Read and record the positions of the various scales. 
Measure the distance from each outside leg to the 



one in the center. Place the spherometer on the 
mirror and again adjust the central screw until all 
the legs are touching. Caution: To avoid errors 
due to faulty scale marks, count the revolutions as 
they are made in the new adjustment. 

Referring to Figure I, it follows from Pytha- 
goras' theorem that 



This may be written: 

r a = y a + ( r . S ) * 

m y s + r a . 2r S + 8 s , 



or 



y a - 2r S + S 2 = 0. 



S is small compared to r and hence S e is neglected 



(2) 



2r= 



But y is the measured distance from the central leg 
to any one of the outside legs, and S is measured by 
the central screw. Then r, the radius of curvature 
of the mirror, can be calculated from equation (2). 



\ 



Figure I 



(a) Place a small object along the axis of the 
mirror at a distance of about 50 cm. from the mirror. 
To locate the position of the image, place a pin at 
the point where the image appears. Now move your eye 
from side to side and if the image of the object con- 
tinues to coincide with the pin as the eye is moved, 
then the pin properly marks the position of the im- 
age. This method of locating the image is called 
the method of parallax. Now measure the image dis- 
tance and compare it with the calculated value ob- 
tained by substituting in equation (l). 

Is tne image real or virtual, erect or in- 
verted, magnified or reduced? (The magnification 
is equal to _L ) 
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(b) Repeat the experiment placing the object at 
a distance of about -2. r from the mirror. 



(c) Repeat ega'm with object at about ~ 

8 
the mirror. 



from 



Part 2 

Draw a ray diagram to scale for each of the a- 
bove cases. Draw a ray diagram and describe the im- 
age that would be obtained for the case of an object 
2 cm. high placed 5 cm. in front of a convex mirror 
of 12 cm. radius of curvature. 

Galvanometer mirrors are usually made concave 
and a beam of light from a lamp is incident on the 
mirror, and the image of the lamp is then focused 
on a scale. If the galvanometer mirror rotates 
through an angle 0, what is the angle between the 



incident and reflected beam? 



Part 3 

By aid of a ray diagram prove that for spherical 
mirrors (use a concave mirror): 



(Use rays near the axis and parallel to it.) 

Show by an accurate drawing that rays parallel 
to the axis which are near the axis have a longer 
focus than those which are farther from the axis. 
This fact is called "spherical aberration", and im- 
plies that when a plane wave is incident on a spheri- 
cal mirror, it is not reflected in the form of a 
true spherical wave. 
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TEST EXPERIMENT 27 

1. If the incident ray from an object placed in front of a plane 
mirror is observed to be at an angle of a...deg. with the mirror, 
then a line joining the image and object makes an angle (in degrees) 
with the mirror of (1) , (2) , (3) , (4) . . . ( 

2. Two plane mirrors are hinged at one edge which is vertical and 
the angle between the reflecting surfaces is a....deg. If a hori- 
zontal ray of light is incident on one at an angle of b....deg. 
with the normal, the ray reflected from the other will make an 

angle with its normal of(l) t (2) t (3) t (4) . ( 

3. A spherical mirror focuses the image of an infinitely distant 
object at a point a. .cm. 'distant from the mirror surface on its 
principal axis. The radius of curvature of the mirror is (in cm.) 

U) , (2) , (3) , (4) ( 

4. The dietance of an object from a spherical mirror (radiue of 
curvature a.... cm.) is b....cm. The distance of the image formed 
from the mirror is (in cm.) (1) , (2) , (3) , (4) ( 

5. An object is a.... cm. in front of a concave mirror whose ra- 
dius of curvature is b....cm. The image distance from the mirror 

is (in cm.) (1)^ , (2) , (3) , (4) ( 



6. An object is placed a.... cm. in front of a convex mirror and 
an erect virtual image b.... times the size of the object is formed. 
Thus the radius of curvature of the mirror (in cm.) is (1) , 

(2) , (3) , (4) 

7. A convex mirror with radius of curvature of a.... cm. has an ob- 
ject b....cm. in front of it. The distance of the image from the 
mirror (in cm.) is (1) f (2) f (3) , (4) ... ( 

8. If the difference between spherorneter adjustments is a. ...mm. 
and the distance between center and outside legs is b....cm. 9 then 
parallel light will be focused at a distance of (1) , (2) , 

(3) , (4) cm. from the mirror ( 

9. A concave mirror of focal length a.... cm. is b....cm. from a 
convex mirror of focal length c....cai. , and the mirrors face each 
other. If an object is placed d....cm. behind the convex mirror, 
the distance from the object to the final image (in cm.) is 

(1) , (2) , (3) , (4) ( 

10. An object is a.... cm. in front of a concave mirror whose radius 
of curvature is 2a...cm. The image distance from the mirror is (in 
cm.) (1) , (2) , (3) f (4) ( 
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Experiment 28 
CHANGE OF NAVE FRONT ON REFRACTION 

Object: 

To study refraction at plane surfaces. 

Apparatus; 

Cube of glass, drawing board, microscope, 
clamp stand, straight pins, protractor^ compass. 

Theory; 

By studying the changes in wave front which 
occur as a wave advances, it is possible to pre- 
dict the effects that are produced when a wave en- 
counters an obstruction or when it is reflected or 
refracted. Wave front constructions are carried 
out by application of Huygen's Principle: Every 
point on a wave front acts as though it were it- 
self a center of disturbance, sending out little 
wavelets of its own, always away from the source, 
the collective effect of which for all the points 
constitutes a new wave front. Starting with a 
wave front in any given position, the wavelets may 
be represented by arcs drawn from Various points on 
the wave front as centers, the radius representing 
the distance the wavejets would advance in some 
specified time. The envelope of these arcs repre- 
sents the new wave front. 

Huygen's Principle may be used to determine 
what happens to a plane wave incident upon a plane 
surface OA separating two isotropic media of differ- 




Figure I 

ent wave velocities; the velocity of the wave being 
less in the second medium than in the first (see 
Figure I) . Let AB be the plane front of an advanc- 
ing wave making an angle of incidence, i, with the 



normal EF. Since the velocity v a in the second med- 
ium is less than the velocity vi in the first, the 
part of the wave front that strikes the surface 
first will be retarded in velocity to V0 while the 
rest continues to proceed with velocity Vj. . 

It takes a time t for the upper part of the wave 
to travel from 8 to with velocity v lt and at the 
same time the lower part travels from A to C with 
velocity VQ (OC the refracted wave front, is perpendi- 
cular to ;AC and so ^ AOC - r). r represents the angle 
of refraction between the refracted wave and the normal 
F. The distances 60 and AC are: 



80 = v t t , 
In triangle ABO, 

B 

s i n i = 
A 

In triangle AOC: 



AC = v a t , 
i and hence 



AC 



By equating the two expressions for AO, one obtains 



where |X , the index of refraction of medium 2 with 
respect to medium I, is defined as the ratio of the 
velocity of the wave in the first medium to its velo- 
city in the second. Equation (I) is the mathematical 
statement of Sne 1 1 ' s Law. The absolute index of re- 
fraction of a medium is the ratio of the velocity in 
vacuum (approximately equal to that in air for light 
waves) to that in the given medium. 

Refraction causes an object which is immersed 
in a medium of higher refractive" index than air to 
appear nearer the surface than it actually is (see 
Figure 2) . Let represent an object in water a dis- 
tance 60 below the surface S. Two of the light rays 
extending to the eye are shown. For ray OXY, the angle 
of incidence GOX and the angle of refraction = GIX; 
hence from eq. (I): 



where fA is the refractive index of water. For rays 
close to the normal, angles GOX and GIX are small so 
that their tangents may be substituted for the sines: 

tan QOX ^ 
tan GIX M- 
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Figure 2 

By reference to the figure it is seen that: 

tan GOX = GX ._ GX _ GJ 
tan GIX GO " Gl GO 



Hence 
(2) 



GO - True depth 
G| Apparent depth 



On account of the assumption that the rays lie 
close to the normal, one must be careful, in the 
experiment, to avoid the error of examining the 
extreme portions of the wave front (i.e. rays 
making a wide angle with the normal). 

Experiment 

Part I 

Draw an ink line on white paper placed on 
the drawing board, and place on it a glass cuDe 
so that the line will bisect the bottom of the 
cube. Place a pointer so that it touches one of 
the vertical faces of the cube just above the 
line on the paper. With the eye directly above 
the pointer and looking through the glass, raise 
and lower the pointer until it appears to be at 
the same level as the line. Move the eye back 
and forth at right angles to the line to see if 
^there is any relative movement of pointer and 
line. If not, the pointer is at the apparent 
depth of the line as seen through the glass. Mea- 
sure the distance from the bottom of the cube to 
the pointer. This is the apparent elevation of 
the line above the paper. 

Repeat the operation four times. Measure 
the thickness of the glass block and compute 
the refractive index of the glass from equation 
(2). 



Mount the microscope in the clamp stand and 
focus it on the line on the paper while looking 
through the glass cube. Measure the distance from 
the lower end of the microscope to the paper. Re- 
move the cube and repeat the process by changing 
the elevation of the microscope above the paper. Do 
not change the focus. From the two measurements 
find the apparent thickness of the glass. Compute 
the refractive index. Repeat these measurements 
four times. 

Part 2 

Put the cube on the paper and draw the line LMNO 
around the base (see Figure 3). Look along face MN 
toward the point N and locate with a pencil the point 
P where the point N appears to be when viewed through 
the glass. MP is the apparent depth d. As in Part I 
compute the index of refraction \^ . With the eye 
at any point, for example point I, place two pins in 
the paper between the cube, and the *eye, in line with 
N as it appears in the cube. Do the same for other 
points as shown in the figure. Now remove the cube 
and draw in the lines NFI, NCH, and NEG, as shown 
representing the actual paths of the light. 




Figure 



Now with MM as a radius and N as center, strike the 
arc AM which represents the spherical front of a 
wave advancing from N. Since the entire wave front 
will not leave the cube at the same instant, make a 
Huyghen's construction to determine what change, if 
any, occurs in the wave front. While the wave is 
traveling in glass from A to L in time t, and with 
velocity vi , it is traveling outward in air along 
MJ with velocity v 8 . To find the distance travel- 
ed in the same time t along MJ t multiply the length 
of Al by \JL- v s /vi and strike an arc with M as cen- 
ter and |i* AL as a radius. Strike also the arc 
BC, with NC as a radius. While the wave is travel- 
ing from B to L in glass it is traveling a greater 
distance in air, equal to |x BL, along the path CH. 
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BL as a radius and C as center, strike an 
arc.' Perform this same operation for the point E of 
the ray NE, and construct the corresponding arc. The 
smooth curve which is tangent to these arcs (and to 
all other possible arcs which might be drawn in the 
same manner) is the new wave front, LGHIJ. Is this 
a spherical front? j|ve jsound reasons jor _y_our ems- 
wer. Does the wave front have spherical aberration? 

How might the front face of the cube be altered 
so that for a point source of light at a corner, N, 
of the cube, the emergent wave would be perfectly 
spherical, and hence free from spherical aberration? 

Now, to check the accuracy of your observation 
in Part 2, repeat enough of the experiment (new 
drawing) to obtain the ray NCH, as shown in Figure 
3a. Erect a normal to LM at C. Measure as accurate- 
ly as possible the angles i and r as indicated. 




Figure 3a 

Obtain from a table the sines of these angles. 
Since one wishes to compute the refractive index of 
glass with respect to air when the light is travel- 
ing from glass to air, Snell's Law is written in 



the form: 



With your values of sin i and sin r find a value of |x 
Compare this value with that found in the first part 
of Part I. 

Now, to further verify this value of |-^ Dy means 
of a Huyghen's construction, draw QM parallel to NC, 
and RM perpendicular to NC, so that RM may be regard- 
ed as the plane front of an advancing wave. With \A* ' 
RC as a radius and M as center, strike an arc. Draw 
CT tangent to this arc. Construct a perpendicular to 
CT, passing through C. Does this line coincide with 
CH? 




~r 



Figure it 

Part 3 

itu^ Fjj^ire 4. Express Snell's Law in terms 
of the symbols in the figure. Show that in the limit, 
as i and r both approach 0, and y approaches d, the 
apparent depth, that 

I*. = D/d. 
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TEST EXPERIMENT 28 

1. An object a... .cm. below the surface of a liquid appears to be 
b...ctt. below the surface to an observer directly above the object. 
The index of refraction of the liquid is (1) , (2) , 

(3) , (4) ( 

2. The frequency of yellow light in air is a. cycles per second. 
In glass whose index of refraction is b...., the frequency (in cycles 
per sec.) will be (l) , (2) , (3) , (4) ( 



3 The index of refraction of glass with respect to air is a.... 

Hence the velocity of light (3 x 10 10 cm. /sec. in air) in glass 

(in cn./sec.) is (l) , (2) , (3) , (4) ( ) 



4. If a beam of light has a... .waves per cm. in air, it will have 
in water (index of refraction b. ...) (1) , (2) , (3) , 

(4) waves per cm. .. ( ) 

5. The absolute indices of refraction of substances 1 and 2 are 
a.... and b* .respectively. Hence the relative index of substance 
1 with respect to substance 2 is (1) , (2) , (3) , 

(4) ( ) 

6* The velocity of light in air is approximately 3 x 10 10 cm. /sec. 

The index o'f refraction of a substance in which the velocity of 

light is b... .cm. /sec. is (1) , (2) , (3) f (4) ( ) 

7. The apparent depth of a stream is a. ...ft. Actually the depth 
(in ft.) of the waterlindex of refraction is 4/3) at that point is 

(1) , (2) , (3) , (4) . ( ) 

8. If a light source is placed a.... ft. below the surface of a pool 
of water (index of refraction is 4/3), the light emerging from the 
surface will be limited to a circle whose radius (in ft.) is 

(1) ,12) , (3) , (4) ( ) 

9. A layer of water ( index of refraction 4/3) a. ...cm. thick is 
supported by a glass slab (index of refraction 3/2) of the same 
thickness. If a coin is placed under the glass slab, the apparent 
depth of it to an eye looking directly down is (in cm.) (1) , 

(2l , (3) , (4) ( ) 

10. The velocity of light in substance 1 is a. . . .crn./sec. and the 
velocity in substance 2 is b . . . .cm./sec. The index of refraction 
of substance 1 with respect to substance 2 is (1) , (2) , 

(3) , (4) ( ) 
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The following convention of signs is used in 
equations (5) and (6): 

Focal length , f, is positive for converging 
lenses and negative for diverging lenses. 

Radius, ri or r a , is positive for convex 
surfaces and negative for concave surfaces. 

Object distance, p, is positive when the ob- 
ject is real and negative when it is virtual. 

Image distance, q, is positive when the im- 
age is real and negative when it is virtual. 

Expert writ 

Part I 

Positive Lens Put t,.e spherometer pegs on 
the plane surface of the lens and adjust the mic- 
rometer screw until the central point just touch- 
es the surface of the lens, and then read the 
scale. Then place the pegs on the surface of the 
lens to be measured and adjust the micrometer 
screw until the central point just touches the 
surface of the lens and again read the micrometer 
scale. The difference in the two readings gives 
the distance marked S in Figure 2. The radius 
of the circle determined by the three pegs is 
denoted by y. Measure the distance from the cen- 
tral point to each peg, and take the average val- 
ue for this distance y. Calculate the value of 
r , the radius of curvature of the spherical 
surface of the lens. The 
other surface of the lens 
is plane and has a radius 
of curvature equal to in- 
finity. 

Calculate the focal 
length of the lens from 
equation (5) using p. = 

Figure 2 L53 ' 




Put the lens on an optical bench and get a good 
clear image on the screen. Measure the object and 
image distances from the proper equivalent planes. 
(See the Instructor). 

Calculate the focal length from the standard 
lens formula: 



L+i 

P q 



(7) 



Tabulate data and results for both cases. 



Part 2 

Negative Lens. Find the focal length of a neg- 
ative lens from the constants of the lens in the same 
way as in Part I. 

Use the positive and negative lens in combina- 
tion to find the focal length of the negative lens 
with the optical bench. The lenses are'tivd together 
with a tie-rod so that the positive lens is next to 
the object. 

Fix the lenses on the bench as described and 
get a clear image on the screen when the object is 
about 60 cm, from the first lens. Measure this dis- 
tance, also the distance from the image to equiva- 
lent emergent plane of the second lens, and the dis- 
tance between adjacent equivalent planes of the len- 
ses as in Figure 3. 




Figure 3 

From the focal length of the positive lens found 
above and the values of PI f a and q s , calculate the 
focal length f a of the negative lens. Tabulate data 
and results for both cases of Part 2. 



Name: ~ : Instructor: Division:_______._ Date. 

Observations, Drawings, Computations: . 



Answers and Conclusions:. 



85 
TEST EXPERIMENT 29 

1* A convex lens of a.. .cm. focal length forms a real image at 

b....cm. The object is at a distance (in cm.) from the lens 

of (1) , (2) , (3) , (4) { ) 

2. A double convex lens whose curvatures are a.... and b....deg. per 
cm. is made of glass of refractive index c.... The focal length 

of the lens is (in cm.) (1) , (2 ) , (3) , (4) . . ( ) 

3. A real image is a.... cm* from the object. If the magnifica- 
tion is b..... the focal length of the lens (in cm.) is (1) , 

(2) , (3) , (4) ( ) 

4. A virtual image is a.... times as large as its object and the 
two are b....crn. apart. The focal length of the lens (in cm.) is 

(1) , (2) , (3) , (4) ( ) 

5. A virtual image is a.... times as large as its object. The fo- 
cal length of the lens is b....cm. The distance between object 

and image (in cm.) is (l) , (2) , (3) , (4) . . ( ) 

6. The distance between the moon and the earth is approximately 
385,000 kilometers. The diameter of the moon is about 3600 
kilometers. The image of the moon formed by a lens of a.... meters 
focal length will have a diameter (in cm.) of (1) , (2) , 

(3) , (4) ( ) 

7. A camera lens has a focal length of a.... inches, if one wants 
to photograph a person b....ft. away from the camera, you must 
place the photographic plate behind the lens at a distance (in 

inches) of (1) , (2) f (3) , (4) ( ) 

8. An object is a.... cm. from the convex lens of a convex-concave 
lens combination. If the lenses are b....cm. apart and the focal 
lengths of the concave and convex lenses are c....cm. and d....cm. 
respectively, then the final image is formed at a distance (in 

.cm.) from the concave lens of (1) , (2) > (3) , (4) ( ) 

9. A lamp and screen are a....ft. apart. To get an image on the 
screen a converging lens with focal length of b....ft. must be 
placed a distance (in ft.) from the lamp of (1) , (2) , 

(3) , (4) ( ) 

10. Using a spherometer to find the radius of curvature of a lens 
surface, the sagitta was found to be a.... mm. and the distance 
between central and outside legs b....cm. The radius (in cm.) is 

(1) , (2) , (3) , (4) ( ) 
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Experiment 30 
TELESCOPES 

Object: 

To study the lens construction and the magni- 
fying power of several types of telescopes. 

Apparatus; 

Optical bench, two positive lenses, one nega- 
tive lens, one plane glass with cross hairs, one 
white screen. 

Theory: 

The two types of telescopes in common use are 
the Galilean telescope, and the astronomical or lab- 
oratory telescope. 

The Gal ilean Telescope consists of a positive 
lens of comparatively long focal length known as 



Consider now the ray X which is chosen from 
among those tending to form the image at the point 
B' because it is parallel to the principal axis of 
E. It leaves E, therefore, as though it had passed 
through Fa. But obviously it comes from the point B 
since it tended to form the image of B at B'. Y is 
a corresponding ray from A. The angle between these 
two rays as they leave lens E is then the angle p and 
is measured by 

; tan 



A'B' 



where fa is the focal length of the eyepiece. 

(Note: The rays drawn do not locate image A"B" 
but one knows that A"B" will be somewhere along these 
lines and hence the image A"B" as seen at E subtends 
the angle P at the eye.) For most easy, vision the 
image A"B" will be at oo toward the left. 



--- -f 




the objective (nearer the object) and a negative 
lens E of shorter focal length known as the 
ocular or eyepiece. In practice the ocular is 
frequently made up of a combination of lenses, 
but we shall treat it as a simple lens in order 
to simplify calculation. 

The magnifying power of a telescope is de- 
fined as the ratio of the angle subtended at the 
eye by the image formed by the telescope to the 
angle formed by the object. 

Consider Figure I. The two rays from the 
left are coming from the top and bottom of the 
object AB and since the length of the telescope 
is small compared with the distance to the object, 
ocmeasures the angle at the eye subtended by the 
object. These two rays move toward the right 
and tend to pass through the end point of A'B' in 
the focal plane of the objective lens. 

c* then is measured by 

A I Df 

= tan oc , where fi is the 
fl 
focal length of the objective. 



teg. 



A'B' 
fa = 

All! 

f 



The Astronomical Telescope (Figure 2) is made 
up of an objective lens of long focal length and 
an ocular, also positive, of considerably shorter 
focal length. The objective causes a real inverted 
image A'B' of the object to be formed between the 
two lenses. The ocular is placed so that the light 
which diverges toward the right from this real im- 
age will leave it parallel. Thus the distance be- 
tween the two lenses focused for a distant object 
will be equal to the sum of the focal lengths. The 
Astronomical Telescope forms an inverted image of 
the object. 

The magnifying power is again calculated by 
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TEST EXPERIMENT 30 

1. The moon subtends an angle of a. . . .minutes at the eye. In a 
telescope which magnifies b.... times, the angle that the image 
would subtend at the eye would be (1) , (2) , (5) , 

(4) ............................ ( ) 

2. The magnifying power of an astronomical telescope is a... The 
focal lengtn of the oojective is b. ...in. The length of the tele- 
scope is (in inches) (l) , (2) , (3) , (4) ...... ( ) 

3. An astronomical telescoje has lenses of focal lengths a*... cm. 
and o.*..cm. In order that the cross hairs may appear to be in 
coincidence witn. the image seen in the telescope * they should 

be placed at a distance from tne objective equal (in cm.)to (1) , 

(2) , (3) , (4) ................. . . ( ) 



4. An astronomical telescope is focused on an ooject a.... cm. 
from its objective so that the light emerging from the eyepiece 
is parallel. The focal lengths of tne oojective and eyepiece are 
b.... and c....cm. respectively. The distance between the two 

lenses is (in cm.)(l) , (2) , (3) , (4) ...... ( ) 

5. In an astronomical telescope the focal length of the ocular 
is a.... cm. The distance between the lenses is b....cm. The 
magnifying power is (1) , (2) , (3) , (4) ..... ( ) 

6. In a Galilean telescope the objective has a focal length 
a.*. .times the distance between the lenses. The focal length of 
the ocular is *>. cm. The focal length of the oojective(in cm.) 

is (1) , U) , (3) , (4) ....... ...... ( ) 

7. A Galilean telescope is focused on an object a* .cm. from 
its objective so that the eye sees the image 25 cm. in front of 
the eye lens. The focal lengths of the objective and eyepiece 
are b....cm. and c....cm., respectively. The distance oetween 

the two lenses (in cm.) is (1) , (2) , (3) , (4) . ( ) 

3. An astronomical telescope and a Gallilean telescope Doth have 
objectives of focal lengtn a.... cm. and a ma^ftdlfying 4ower of b.... 
The Galilean telescope ia shorter than the astronomical telescope 
by a distance in'cin. of (1) , (2) , (3) , (4) ..... ( ) 

9.' The focal lengths of the objective and eyepiece of an astronom- 
ical telescope are a. ...cm. and o*..cm. respectively, ,/hen a dis- 
tant object is viewea, the two lenses are a distance c*..cm. apart. 
The image appears at a distance (in cm.) from the eyepiece of (l) , 
(2) , (3) , (4) .... ................ ( ) 

10. The magnifying power of a Galilean telescope is a.*.* and its 

length is b..cm. The focal length of the objective lens (in cm.) 

ia (1) , (2) , (3) , (4) ............ . . ( ) 
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Experiment 31 
THE PUME DIFFRACTION 8RATIHQ 



To become acquainted with the diffraction grat- 
ing and to use the grating to measure roughly the 
wave length of 1 ight. 

Apparatus: 

Plane transmission grating, single slit, source 
of light, scale and optical bench. 

Theory: 

"Huyghen's Principle" (each point on an advanc- 
ing wave front acts as a new center of disturbance 
from which secondary waves originate) is to be ap- 
plied to the diffraction grating. 

A diffraction grating is made by ruling parallel 
lines on a plane piece of glass or other material so 
that the distance between adjacent lines is constant. 

If a slit source of monochromatic light is ob- 
served through a grating we see not only the source 
slit in its actual position, but also diffracted im- 
ages of it. According to the principle of inter- 
ference every diffracted wave front advancing from 
the grating must make an angle with the grating 
such that 



nX, 
s 



sin , 



where A is the wave length 
of the light and s the dis- 
tance between the I ines on 
the grating and n is an 
integer (known as the order 
of the diffracted image). 
The -direct ion of motion is 
perpendicular to the wave 
front, and so the distur- 
bance due to a wave front at 
an angle to the grating 
will apparently come from 
a point P a distance d from 
the source si it P, where 1 = 

D 
tan if is the distance between the slit and the 

grating. If d and D are measured, 9 can be found and] 
calculate^ 




Figure I 



Experiment 
Part I 

With the apparatus arranged as shown in Figure I 
note the position on the scale of as many lines as 
possible. For the first order n * I, for the next 
n 2, etc. Measure d and D for each 1 ine, and calcu- 
late s from the number of lines to the cm. on the 
grating. Calculate Xfor each case and arrange in the 
table. 



n 


D 


d 


tan 





sin 9 


X cm. 


1 














2 














3 














4 














5 















Part 2 

Repeat for two more values of D. 



fert 3 



Determine the average value of A from all of your, measurements. 
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TEST EXmiMENT 31 



1. The frequency of a mercury violet line for which the wave 
length is a. ...cm. ia (in vib./sec. ) (l) , (2) , (3) , 

(4) ............ ............ ..... ( ) 

2. The wave length which forms a first order image at a....deg. 
to the main beam when transmitted by a grating of b.... lines to 

the cm. is (in cm.) about (1) 9 (2) , (3) , (4) . ( ) 

3. In problem (2) if the distance from the screen to the grating 
is a.... cm., the distance from the spectral line (whose wave 
length was to be calculated) to the direct beam is (in cm.)(l) , 

(2) , (3) , (4) ................... ( ) 

4. The wave length of green light is a.... cm. The first order of 
this spectral line would oe diffracted by a grating with b.... 1 

lines per cm. at an angle of (1) , () , (3) , (4) ( ) 

5. The first order of a certain wave length is seerf.^t an angle 
a.... The second order will appear at an ar^le b...*given by 

(1) , () , (3) , (4) .......... . ..... ( ) 

6. The first order green line of mercury (wave length is a.... cm. ) 
is seen at b....deg. to the main beam from the slit. The number 

of lines per cm. on the grating is about (1) , (2) , (3) . 
(4) .......................... . . ( ) 

7. The a. ..th order image of a line of wave length b....cm. co- 
incides with the c....th order image of a line of wave length (in cm.) 
of (1) , (2) , (3) , (4) ....... ... ( ) 

0. The wave length (in cm.) corresponding to a frequency of a....vib. 
/sec. is (1) , (2) , (3) , (4) ........... ( ) 

9. The grating space (in cm.) of a grating which produces an a....th 
order image at an angle of b....deg. is (1) , (2) , (3) . 

(4) . . .......................... ( ) 

10. A grating with a. ...lines to the cm. forms an image of a line of 
wave lengtn b....cm. at an angle whose sine is c.... The order of 
the ima$e is (l) , (2) , (3) , (4) ......... ( ) 



,.U'r;'W>' p,^ 
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